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Mr. Epiror:—I was very much pleased with 
the article of ‘‘Novice,’? in your issue of the 
28th ult. His remarks concerning, or reasons 
for the deterioration in the horses in this State, 
seems to me to be very correct. That the charac- 
ter of the horses in this State is below what it 
has been, and what it might have been is too 





Our Home, our Country, and our Brother Man 


We were talking the other day with a pretty 
good ‘trusty fusty old fudge’’ of a fellow, who 
pretends to think but little of ‘‘/arning’’—there 
are a few of that sort left yet—and was urging 
**Pooh,”’ 
said he, ‘*what good does it all do?’’ and then 
went on and cited several pretty thrifty farmers, 
here and there, who were unfortunately rather ig- 
norant, but who nevertheless managed their farms 
and their affairs with commendable skill and pru- 


him to buy a book on a certain subject. 


dence. 

In answer to it we also cited him to the fact 
that they were surrounded with neighbors and 
lived in a community who did read and introduced 
improvements which they were not slow in copy- 
ing. 

This position is well met in an address before 
the New York State Agricultural Society last 
year, by J. B. Williams, president of the Michigan 
Agricultural College. 

‘Our friend called our attention to a Penn- 
sylvania German, who could hardly read or 
write, and had great contempt for papers and 
book farming, but was the best farmer in his 
neighborhood. I told him that 1 thought this 
basket would not hold water, and that his mod- 
el farmer owed every thing to the spirit of im- 
provement abroad. His plow wasa Troy plow 
instead of the old shaky implement, with wooden 
mold-board sheathed with iron, with straight 
handles tipped with cow horns, which he used 
when a boy. His implements were mostly iight, 
graceful, elastic ones, of recent patterns. His 
fruit was budded and grafted from such as his 
neighbors had imported from the best nurseries. 
Whatever superior cattle or sheep or swine he 
had were obtained from neighbors at no extra cost 
The nails he shingled his house with cost but one 
third as much as those his father used. When he 
got up inthe morning, he lighted his fire in a 
second with a friction match, instead of tugging ten 
minutes with- flint and steel and tinder box; and 
he complacently com posed himself to sleep at night 
under sheeting that cost eight cents per yard as 
good as that which cost fifty cents when he was a 
child. The story is told of Plato, that having de- 
scribed man to be a biped without feathers, Di- 
ogenes, the cynic, laid a plucked rooster before 
him and exclaimed, ‘‘ Behold Plato’s man.”’ 

If our model farmer was deprived of all the ben- 
efit he had derived from that progress which he 
despised; if he was stripped of all borrowed plumes, 
he would be as innocent of feathers as Plato’s 
man.”’ 





A GOOD YIELD OF ARTICHOKES. 


We have repeatedly called the attention of 
farmers to the productive powers of the artichoke, 
and suggested that they would make for many 
purposes a valuable crop when the comparative 
ease and little cost of raising them was considered. 
The following experiment corroborates our views 
in regard to productiveness. 

A subscriber writes us that Messrs. E. & D. 
A. Ramsdell of Canaan, planted with artichokes 
a piece of ground in the spring of 1858 measuring 
two squares. This spring (1859) they dag twelve 
bushels. This is after the rate of 960 bushels per 
acre. In number 4 of last volume of the Farmer 
we published the chemical analysis of the arti- 
choke, and of the potatoe. This analysis shows 
that as it regards the mineral or inorganic ingred- 
ients of the two, there is a great similarity. 
The potatoe will yield a little more starch. Cat- 
tle will eat them readily, and mixed with meal, 
they will increase the milk of cows. They are 
also valuable for their property of keeping the 
stomach in a healthy condition, when fed out with 
dry fodder. 





HINTS AND QUERIES. 


Worms ry Horszs. 

Dr. Hotues :—Please inform me through the 
columns of the Farmer, whatI can do for a horse 
that is troubied with Pin Worms. Almost every 
person that I talk with in regard to it has a dif- 
ferent prescription to offer, but I do not believe 
in promiscuous dosing. Yours, P. 

New Sharon, May, 1859. 


Norr. Feed him with barley ; a little sulphur 
with salt will be good for him. The berries of 
the China tree which grows at ~— are a 
safe and sure remedy for worms. Our apothe- 
caries ought to keep them for sale. Ep. 








Ticks on Suzer. 

Mr. Eptror :—I would inquire of you what 
is the best method to kill ticks on sheep? If you 
will answer this request you will oblige me 
much. J. Wetts. 

Vienna, May 10, 1859. 

Nors. Threw tobacco smoke into the wool. 
We havea machine made for this purpose. A 
little dry tobacco and assafctida are put in and 
set on fire. The smoke is blown by it among the 
wool, and the ticks die very quickly. Ep. 





AMOUNT OF SNOW DURING THE LAST 
WINTER. 

Mr. Eprror:—I have measured the snow after 
every snow storm the past winter, and I send you 
a statement of the number of snow storms and 
how much fell. 

November 23d, 8 inches ; December 5th, 3 do.; 
19th, 3 do.; 21st, 3 do.; 26th, 1 do.; 31st, 3 do. 
January 4th, 18 do.; 7th, 2do.; 14th, 2do.; 15th, 
1 do.; 17th, 1 do.; 22d, 3 do.; 28th,6do. Feb- 
ruary 3d, 4 do.; 15th, 1 Co.; 24th, 2 do.; 26th, 6 
do. March 4th, 12 do.; 5th, 2 do.; 8th, 7 do.; 
22d, 2 do.; 24th, 1 do.; 25th, 8 do. April 3d, 1 


do.; 12th, 3 do.; 15th, 4 do.; making 8 feet and 


11 inches. 
Canaan, May 18, 1859. 


A SvuBscriser. 





Heavy Car. A cow belonging to Mr. E. 
Ramsdell, of Canaan, dropped a bull calf the 
other day, which weighed 114 Ibs. 


| plain to need any argument. The stinting of 
horses to small mares is unquestionably the lead- 
ing cause of this deterioration. And why are 
small and inferi6r mares used for breeding? The 
reason is this—Farmers and others sell all their 
likely, promising colts and young horses, because 


use and for breeding purposes only, animals 
which they cannot sell. 

This is lamentably the truth with too many. 
Many say when a mare is almost worn out, 
neither fit for the road nor work, she will be worth 
keeping to raise colts from, and even if they do, 
as such mares will, occasionally produce a good 
colt, the goodness of the offspring must be at- 
tributed to the superior energy and vitality of the 
sire, which are sufficient to predominate over the 
weakness of the dam. Such policy is suicidal. 
Let the farmer select the mare with as much care 
as he does the horse, and we should soon see a 
different class of horses. 

Now that good horses are bringing a good 
price, as good horsesalways will, and as the season 
is at hand for giving this matter attention, will 
not not those interested in breeding look to this 
point, and see if by the exercise of care in this 
direction, an improvement may not be made ? 
Novice’s account of Messenger and his stock is 
worth preserving, and his remarks concerning the 
Witherell, correspond very nearly with my own 
convictions in the premises. I should not have 
troubled you with these hasty lines, had I not 
had an opportunity to drive one of the best of 
Witherell’s colts, the same day that I saw the 
article above alluded to. This horse was sired by 
Witherell, and got from a full blooded Morgan 
mare. He possesses the symmetry, bottom and 
docility of the Morgan, combined with the speed 
and endurance of the Witherell breed.  Ilis 
speed has never been tested thoroughly. I saw 
him make one mile and four rods last fall, with a 
boy managing him who was not used to the train- 
ing of a trotting horse, in two minutes and forty 
seconds, without once breaking. This was ona 
new half mile track, and as your readers will see 
under unfavorable circumstances. That he can 
be made to show the best time of any stallion in 
Maine, I have no doubt. But the Merrow horse, 
for it is to this horse which I refer, and the own- 
er’s card has, I believe, annually appeared in your 
columns, and I think he has had commendatory 
notices in your paper. 

This horse, I say, is not more noted for his 
speed than for the excellence of his stock. In 
the vicinity where he has been kept there is but 
one opinion about him, and that is, that taking 
him all in all, he is the best stock horse ih Maine. 
I learned from his owner Mr. H. Merrow, that the 
horse would be kept at his own stable in Hart- 
land Village, the present season. Those interest- 
ed in breeding, and in fast horses, will be repaid 
for any time expended in examining this horse. 
Mr. J. W. Moore of the same village, has a 
very fine colt sired by this horse, four years old, 
which promises to resemble its sire very closely. 
Ishould judge from a remark which I heard 
when there, that this coit could be had now, at a 
price very reasonable, when compared with his 
real value as a stock horse. 

Our State is well adapted to the raising of 
horses. Its bracing airs and mountain breezes 
tend to give them, as it does its more human in- 
habitants, good health, strong lungs, and in- 
domitable courage. 

As there is no more certain source of profit 
than this, will not our farmers and others give 
the matter hereafter, more careful attention ? 
The subscriber wishes to purchase now, a pair 
of matched colts not over four years old, dark 
bay, with black manes and tails, of the best 
blood and build he can find, fora New York 
fancier, and intends spending some time this 
summer in hunting them up. Any one having 
such a pair of the Merrow horse’s colts, or any 
other as good, will oblige, by addressing me, care 
of the Farmer Office, and a prompt attention 
will be given to all communications. 

May 16, 1859. IMPROVEMENT. 


STOCK IMPORTATION. 


The barque Renown, of Aberdeen, which ar- 
rived here yesterday, brings with her four im- 
proved short-horn bulls and two heifers, and three 
improved Leicester rams, for the York County Ag- 
ricultural Society. The animals were selected and 
purchased by Charles Inches, Esq., Blairgowrie, 
Perthshire, Scotland, and are from the herds of 
the Messrs. Geekie, well known as breeders of pure 
stock in that neighborhood. Much credit is due 
to the York County Agricultural Society, and to 
the enterprise and care of their agents, the Messrs. 
Inches, for the satisfactory results of the arrange- 
ments made by them. The animals have arrived 
in excellent condition and will probably go up 
river the first of the week. The same vessel also 
brings several passengers from Aberdeenshire, the 
first passenger arrival, we believe, of the season. 
St. John Courier. 

The above stock arrived here on Monday even- 
ing last, in the steamer St. John, in good order 
and condition, under the charge of Mr. Cuming, 
son of M. A. Cuming, Esq., V. 8., of St. John. 
His care of the stock does him much credit. The 
Society and County are under many obligations to 
Charles Inches, Esq., formerly a merchant of St. 
Johh, for his prompt kindness in purchasing and 
shipping the stock, free of any remuneration, and 
at great personal inconvenience. The stock is 
particularly good, and will do much to improve 
the breed of cattle and sheep in this country.— 
Fredericton Head Quarters. 














Guano. At a recent meeting of the Boston 
Natural Historical Society, attention was called to 
the corrosive properties of Mexican guano. It 
was stated that this substance in a few hours will 
destroy the bags which contain it, in a day will 
render a cask rotten, and in the course of a short 
voyage will so dissolve out the oakum used in 


caulking vessels as to render them exceedingly 
leaky. 





they will bring a good price, and reserve for their 








CAHOON’S SEED SOWER BY HORSE 
POWER, 
Week before last we gave a representation of 
Cahoon’s machine for sowing grain and other 
seeds, broad-cast, by hand. We are reminded 
that we made a mistake in regard to the breadth 
sown by it. Instead of thirteen or fourteen feet, 
it should have been thirteen or fourteen paces. 
We now give a representation of the same in- 
vention, constructed on a larger scale, and pro- 
pelled by horse power. On the prairie fields of 
the far west, this will prove an invaluable aid to 
the grain grower. 
The following directions are given by the in- 
ventor, for using the hand-machine, which may 
be useful to some of our readers: 
Walk at the common gait, and turn the crank 
rapidly, or make one entire turn of the crank to 
each step. 
The distance between the passages should be 
according to the weight of the seed—ordinarily, 
however, as follows : 
For Wheat, Rye and Barley—the passages 
should be about 12 paces, or 36 feet apart. 
For Oats—make the passages from 21 to 25 
feet apart. 
For Grass Seed—make the passages from 18 to 
25 feet apart. 
In windy weather, walk directly with the wind 
or directly against it, making the passages as the 
seed may be influenced by it. Always avoiding a 
side wind, as in ordinary hand sowing. 
Directions for raising the slide. At the ordi- 
nary walking gait, to sow two bushels to the 
acre, raise the slide so that the mdex point will 
be three notches above the second long mark ; 
and, if it is desired to sow more, raise the slide 
higher ; and if less, lower the slide. 
For grass seed, a very slight opening is suffi- 
cient. Keep the journals well oiled. 





CHEATING THE SOIL. 


Science and practice unite in averring, that 
when the farmer cheats the soil, he cheats himself. 
Science asserts that when the soil gives up to the 
husbandman more than it receives in return, it 
grows poor; and experience, I have no doubt, will 
confirm the fact, that it is equally unprofitable 
for the farmer. Furnish nature with the materi- 
al, and she will manufacture for you without 
charge the valuable products you may covet. Rob 
her of the means of labor, and her returns will be 
scanty. She cannot work outa miracle. I be- 
lieve that many of our farmers pursue a very im- 
politic course. That only is valuable ina farm 
which is capable of being converted into vegeta- 
tion, or in some way aids in the growth of plants; 
and that is the most valuable portion which may 
in the least time be transformed into vegetable 
products. Every crop selects the most available 
part of the soil, and when removed from the field, 
the land is deprived of that part of itself which 
was especially useful in producing the crop. The 
soil, as it were, becomes culled; each season part- 
ing with its most valuable constituents; and in a 
short time all that was worth anything is gone. 
The man .continues to own his Jand, but has lost 
his farm. It will usually take but a little while 
to dispose of all that is valuable in the soil ; the 
farmer owns the same number of acres he pur- 
chased, on which he can pay his annual tax; but 
the farm he bought has been sold.— Prof. Fisk’s 
Aduress. 





Keeptne tHe TeetH CLean. Microscopical ex- 
aminations, says the Scientific American have 
been made of the matter deposited on the teeth 
and gums of more than forty individuals from 
all classes of society, in every variety of bodily 
condition, and in nearly every case animal and 
vegetable parasites have been discovered. Of the 
animal parasites there were three or four species, 
and of the vegetable one or two. In fact, the 
only persons whose mouths were found to be 
completely free of them, cleansed their teeth four 
times daily, using soap. One or two of these in- 
dividual also passsd a thread between the teeth, 
to cleanse them more effectually. In all cases 
the number of parasites was greater in propor- 
tion to the neglect of cleanliness. The effect of 
the application of various agents was also noticed. 
Tobacco juice and smoke did not injure their vi- 
tality in the least. The same was true of the 
chlorine toothwash, of pulverized bark, of soda, 
ammonia, and various other popular detergents. 
The application of soap; however, appears to de- 
stroy them instantly. We may hence infer that 
this is the best and most proper specific for teeth. 
In all cases where it has been tried it has received 
unqualified commendation. It may also be proper 
to add that none but the purest white or Castile 
soap should be used. 





Marte Svucar. Tho present has been a very 
bountifal sugar season. A correspondent of the 
Vermont Chronicle says—‘‘Judging from the 
amount made in one medium neighborhood, av- 
eraging 1,528 lbs. to each farmer, and from the 
quantity made year before last, about 175,000 
Ibs., we set our town, Cambridge, Vt., at 185,000 
lbs., and think this an under-estimate. Wehave 
in Lamoille Co., Vt., ten towns, all sugar-mak- 
ing (Cambridge one of them), and, calculating 
from the population in each as compared with 
our own, we think it safe to say 900,000 lbs. for 
the county.”’ 














BREEDING EWES. 

We find in a late number of the Mark Lane 
Express, an article in relation to the selection, 
care and management of breeding ewes, from 
which we extract such portions as are of most in- 
terest to American breeders: 

The acquiring and maintaining a flock of ewes 
in good and uniform condition and character re- 
quires a vast amount of judgment and persever- 
ance, combined with care and attention; judgment 
in selecting that breed or description which will 
give the greatest return, taking into considera- 
tion the soil and situation where they are to be 
kept, also in choosing male animals that will rec- 
tify and improve the imperfections of the ewes; 
care and attention are also necessary in drawing 
the ewes to that ram which appears most calcu- 
lated to correct their faults, persevering in this 
course till they become of one uniform character; 
that is, not resting satisfied before you obtain them 
as near alike as possible as regards symmetry, de- 
scription of wool, and general appearance, it be- 
ing well known that an even matching lot of ewes 
is highly appreciated, and commands a better price 
in market than motley or mongrel-looking ones. 
The ewe should have a straight and broad back, 
wide loins, deep breast, good neck (or scrag, as 
termed by some), the head rather long, but not 
broad, an open cheerful countenance crowned 
with a tuft of wool, which not only adds to its 
beauty, but is in a measure a preventive of sore 
head, and last, not least, a robust hardy consti- 
tution. I will commence with or at about the 
time of weaning the lambs—a period that must 
be partially regulated by ‘circumstances, as how 
you are provided with proper and suitable food 
to keep them in a healthy and thriving state, 
as also if there isany tendency to scour; if so 
the sooner in reason they are removed from their 
dams the better, a change of the system which is 
most effectually accomplished by a change of 
food—being the likeliest means of checking it. 
In an ordinazy way I believe the first or second 
week in June to be as good atime as any ; this 
will allow of having the ewes washed and shorn. 
A few days should then intervene for them to 
get accustomed to the loss of their coats, or at 
any rate the weaning of the lambs should take 
place at as greata time as possible from the shear- 
ing of the ewes, either as long before or as long 
after; for if they take cold at this time, it is more 
than probable it will fly to the udder, producing 
inflammation, which often turns to mortification, 
and generally endsin the death of theewe. I 
prefer deferring the weaning till after the shear- 
ing, as it cannot well take place soon enough for 
the milk to subside to any great degree ; conse- 
quently the udder would be very susceptible of 
injury, and which may occur in washing or shear- 
ing. I do think (unless especial care is taken in 
driving to the place of washing, and allowing 
them to get cool before commencing) this to be 
the most dangerous operation of the two. 





Again; if the lambs are allowed to remain a 
few days after shearing they take cold ; the lamb’s 
sucking would in some measure bea means of 
preventing its spreading to that extent it other- 
wise would. On removing the ewes they should 
be put into a bare pasture, and ata distance, 
where tie bleating cannot be heard by either ; 
otherwise both will be excited, taking a longer 
time to settle and content themselves. Aftera 
day or two the udders should be carefully attend- 
ed to, and those that are full and hard—causing 
stiffness in the ewes’ walking—should be occasion- 
ally milked. As soon as they have forgotten 
their lambs, and the milk is reabsorbed, I be- 
lieve it a good plan to dip them in a solution of 
arsenic, soft soap, pearl-ash, and black brim- 
stone, to free them from the irritation and an- 
noyance of insects. 





Tue Messencer Horsz. We learn that a gen- 
tleman, fully competent to the undertaking, is 
preparing a history of Imported Messenger, and 
his immediate descendants, for publication in the 
American Stock Journal. Old Messenger was one 
of the best horses ever imported, and his blood 
may be traced in many of the finest horses of the 
day. Probably no imported horse has done so 
much to improve the roadster stock of the country 
as Messenger, and we hope to see as full and 
complete a history of him as Mr. Lindsey gave of 
the Justin Morgan. Persons having definite in- 
formatation in regard to Messenger and his de- 
scendants, are requested to send the same to the 
office of the American Stock Journal, 140 Fulton 
street, New York. 





Asparacus 4 Remepy ror Hypropmosia. A 
correspondent of the Providence Journal sends that 
paper the following recipe as a remedy for hydro- 
phobia: 

‘Eat the green shoots of asparagus raw, sleep 
and perspiration will be induced, and the disease 
can thus be cured in any stage of canine mad- 
ness.”” 

A man in Athens, Greece, was cured by this 
remedy after the paroxysms had commenced. 





Mr. E. T. Sawyer of Jackson plantation, says 
that with the aid of but little more than one acre 
he last year raised about $1800 worth of crops, 


and that there are plenty of farming places near 
him as good as his. 


Squasnes. Mr. Hubbard, in the ‘*Homestead,”’ 
gives his method of squash culture, as follows: 

After preparing the ground as for other garden 
vegetables, I dig holes eight feet apart each way, 
removing about a bushel of earth wnd loosening 
the subsoil to the depth of a spade, then throw in 
several shovelsful of well rotted manure, mixing 
surface soil with it and plant upon the top. The 
squash is a voracious feeder, and will do better 
planted upon a manure heap than anywhere else. 
I put in seed plentifully, not less than twenty in 
a hill. Itisan easy matter to thin them out, 
and if the bug attack them, let there be enough 
and tospare. I sprinkle with ashes as soon as 
the plants break the ground, and repeat the pro- 
cess after every rain until they become large 
enough to defy the varmints. 

When the pumpkin bugs make their appear- 

ance, as they will, there is a very easy mode of 
dispatching them. Place a shingle upon the 
ground in each hill, visit these morning, noon 
and each evening, taking up the shingle careful- 
ly, and laying it inverted upon the ground, when 
with a slight pressure of the foot, you may mur- 
der the innocents without compensation. Follow 
this two or three days, and you will have no fur- 
ther trouble from that source. Not more than 
three plants should be permitted to stand, but 
the thinning process should not be closed till after 
the last bug visitation. 
To protect the young squashes, melons, and cu- 
cumbers from the ravages of bugs, sift a little 
ground gypsum upon the plants while the dew is 
on, repeating the process as often as needful. A 
small hand-basket will answer for a seive. 


Srrawserrizs. The following is good advice 
respecting the culture of the strawberry : 

The plants should be set about a foot apart, 
not nearer. Between two beds three feet wide, 
put a single row of the Boston Pine variety, 
which are male plants—the Hovey being female, 
at a distance of two feet six inches apart, and be 
careful to cut the runners as fast as they appear, 
or they will soon run out the pistilated or female 
plants. We mention the above variety as good. 
Others, perhaps, are equally excellent, as Wil- 
son’s Albany seedling, and Longworth’s prolific: 
For the growth of strawberries the soil should be 
light and well manured. A mulching with grass, 
straw, or hay, after forming a bed, has a striking 
effect on keeping your plants in a healthy condi- 
tion. After the fruit is set, until it begins to 
color, the strawberry bed should be liberally 
watered every day—the oftener and more, the 
better. The free use of water is indispensable in 
the culture of the strawberry. When the clouds 
withhold their wonted supplies, abundant water- 
ing must be practiced: not light, gentle shower- 
ing from a watering pot, but in drouths, copious 
quantities, thoroughly saturating the whole soil, 
will be found indispensable. This will often 
double the yield of fruit in two days, during 
drouth. To understand the propriety of this 
course, look at their many broad leaves covering 
the entire ground, and consider their power to 
throw off moistnre. By judicious use of water 
and shelter, the period of bearing may be pro- 
longed for months. 


Ovx1tons. To protect onions from the fly, take 
three quart bowls for every rod of ground, and 
fill them about two-thirds full of sweetened 
water ; make the liquid quite sweet with molas- 
ses and set bowls on ths beds; then place over 
each bowl a little stool to keep out the rain. Re- 
plenish the bowls occasionally and keep them on 
the beds until the maggot fly disappears, or until 
the onions are about seven or eight inches high. 
Metons. The best soil for a melon is a sandy 
loam, which should be highly manured from the 
richest compost or the best decomposed swamp 
muck that is to be found. 


Cassaces. To secure the true solid heads on 
those stalks that manifest a disposition to grow 
to what are known as ‘‘long shanks,’’ take a pen- 
knife and stab it through the stalk about the 
middle ; insert a small piece of wood to keep the 
incision open, which will check the growth. 
Currants. The currant is one of the most 
pleasant and healthy of fruits, admitting of va- 
rious culinary usage when green or when ripe. 
It has been frequently recommended to grow the 
bush in the form of a miniature tree ; but there 
are several objections to this. We have always 
found the natural form the best. Left in this 
form and treated well, the currant is long-lived, 
requires but little trimming or shortening in, and 
produces heavy crops of fruit. The surface of 
the soil should be kept open to sun and rain. 
Keep out the grass. Mulching with saw-dust is 
valuable spring treatment. In the fall stable 
manure should be applied. For this care the 
fruit will pay you ample interest. 


Roses. From this time until the roses are in 
full bloom, weak liquid manure, applied twice a 
week will increase the size of the flower. 

The Moss rose does not require such severe 
praning to secure a good bloom, as European 
gardeners are apt to give it, or advise others as 
necessary. Manure highly, either with rich com- 
post, or with manure water every week, keep the 
shoots well thinned out, allowing those that are 
intended as bearers to grow strong, and never 
cutting them back less than three feet from the 
ground. 

To protect rose bushes from insects, occasional- 
ly burn tobacco-stalks near them, or obtain a 
bellows and a tin tube such as farmers use for fu- 
migating the fleeces of sheep, and with a little 
coarse tobacco, smoke out the little creatures. 
The insect tribe hate tobacco as intensely as a man 
ought to. 





A Goop Pickiz ror Burrsr. A good brine is 
made for butter by dissolving a quart of fine salt, 
a pound of loaf sugar, and a teaspoonful of salt- 
petre in two quarts of water, and then strain it 
on the butter. Packed butter is most perfectly 
preserved sweet by setting the firkin into a larger 
firkin, and filling in with good brine, and cover- 
ing it. Butter will keep sweet a year thus. 

Buttermilk kept in potter’s ware dissolves the 
glazing, and becomes poisonous. 

Never scald strainers or milky vessels till thor- 
oughly washed, as the milk or cream put in them 
will be injured by it. The best way to scald such 
vessels is to plunge them all over into scalding 
water, and then every spot is scalded. 





The civilizing, softening influence of art is ac- 
knowledged by all who have studied their fellow- 
moral and mental development, and the accumu- 
lation of objects of interest and beauty in a house, 
tends to knit more closely the bonds of family 
affection, and changes the four walls from a cold 
dwelling place, into a sacred and holy home. All 
the feelings which sprang up in every true man’s 
or woman’s breast at the utterance of that word, 
home, are feelings of association, and not of mere 
locality, and hence wherever we go and at every 
stage of our lives, if the associations are pleasant 
ones, we look back with glowing emotion on the 
home of our childhood, and to the one we have 
ouselves created. Dryden b-autifully says : 

“Home is the sacred refuge of our life.” 


And it should be our endeavor to decorate this 
place, of all others, with lovely ohjecte, and na- 
ture’s beauties-or simple works of art. Unfor- 
tunately, there are many that cannot affurd to 
buy these decorations, who still have the desire 
to possess them, and the taste to appreciate ; 
therefore, we will tell our readers how some very 
beautiful and interesting objects of art and na- 
ture may be made at little or no expense. 

Green iga color that is ever suggestive of plea- 
sure, and it is stimulating to the eye, and Na- 
ture’s own tints may be obtained at any season of 
the year, combined with graceful vegetable forms, 
by either of the following ways :—Take a carrot, 
and having cut off the green, cut about the 
thickness of a cent off the top, let this float on a 
saucer of water in a warm room, and it will 
quickly begin to sprout, presenting an object of 
beauty not excelled by any artist, because it is 
the work of the laws established by the Grand 
Artificer of the Universe. Another beautiful 
decoration may be made from a pine cone. One 
should be procured that is dried and opened, and 
the different circles should have grass seed, or 
mustard and cress sprinkled in them, and then 
placed in a wine glass of water; in a few days 
the warmth und moisture will give the burr or 
cone life, and the circles will close upon the seed, 
which, in its turn, shortly germinates, and 
sprouting out all over the burr, makes an har- 
monious contrast of color between the lively 
green and sombre brown that has a truly pleaving 
and novel effect, actually refreshing all who look 
upon it. 

The growing corn is a very pretty and interest- 
ing object to stndy, and an ornament that teaches 
while it gives delight. It is thus prepared: 
Cut a circular piece of card to fit the top of a 
hyacinth-glass, so as to rest upon the ledge and 
exclude the air. Pierce a hole through the centre 
of the card, and pass through it a strong thread, 
having a small piece of wood tied to one end, 
which resting transversely on the card, prevents 
its being drawn through. To the other end of the 
thread attach an acorn; and having half-filled 
the glass with water, suspend the acorn a short 
distance from the surface. The glass must be 
kept in a warm room; and ina few days the 
vap.r from the water will hang from the acorn 
in a large drop. Shortly afterwards the acorn 
will burst, the root will protrude, and thrust it- 
self into the water, and in a few days more the 
stem will shoot out at the other end, and rising 
upwards, will press against the card, in which 
an orifice must be made to allow it to pass 
through. From this stem small leaves will soon 
be observed to sprout, and in a few weeks there 
will be a handsome, though dwarf, oak plant. 

The forms of crystals are very educative, in an 
artistic sense, their cold and distinct outlines cul- 
tivating an acquaintance with geometric forms, 
and they are capable of combinations that pro- 
duce a broad and rugged effect. Alum is a good 
substance to crystalize. A piece of wire may be 
taken and bent to form any.object that fancy may 
dictate, and then placed in a hot saturated solu- 
tion of alum which, as it cools will deposit crys- 
tals upon the wire, thus producing a crystal or- 
nament of great beauty. These crystals are 
translucent, may be colored to suit the fancy by 
the addition of coloring matter, tumeric making 
them yellow; litmus, red; logwood, purple; 
and common writing ink, black. A piece of 
coke may be made to assume the appearance of 
a new mineral by placing it in an alum solution, 
as the crystals will avoid the smooth portions, 
and deposit themselves on the rough broken parts. 
Sulphate of copper or blue vitrol may be substi- 
tuted for alum, but this isa positive blue, and 
the color cannot be changed. 

We think we have for the present given a suf- 
ficient nymber of hints how each home may be 
made cheaply into a place of ornament as well 
as necessity, and these little things scattered 
about the rooms of a house decorate and soften 
the asperities of papered walls and rigid furni- 
ture, adding a look of comfort and a feeling of 
repose that is the very concentration of true 
home life. Asa people we neglect ¢aste in the 
surroundings of our lives, which should be culti- 
vated; and such little things as we have been 
describing are important aids, and help the man, 
the woman and the child, to better appreciate 
the truth of that line of Keats'— 

“A thing of beauty is a joy forever.” 
—Southern Planter. 





Tue Virtus or Borax. The washerwomen of 
Holland and Belgium, so proverbially clean, and 
who get up their linen so beautifully white, use 
refined borax as washing powder, instead of soda, 
in the proportion of a large handful of borax pow- 
der to about ten gallons of boiling water; they 
save in soap nearly half. All the large washing 
establishments adopt the same mode. For laces, 
cambries, &c., an extra quantity of the powder is 
used, and for crinolines, (requiring to be made 
stiff), a strong solution is necessary. Borax be- 
ing @ neutral salt does not in the slightest degree 
injure the texture of the linen; its effect is to soft- 
en the hardest water, and therefore it should be 
kept onevery toilet table. To the taste it is rath- 
er sweet, is used for cleaning the hair, isan ex- 
cellent dentrifice, and in hot countries is used in 
combination with tartaric acid and bi-carbonate 
of soda as a cooling beverage. 





Crover as A Fertitizer. A writer in the 
‘* Homestead’’ thinks the shading of the good soil 
by a luxuriant crop of clover is worth a dressing 
of 20 bushels of slacked lime; and that the plow- 





ing of it down is equal of 25 more. 


NORTH FRANKLIN AG. SOCIETY. 


The annual Show and Fair of this Society will be 
held at Strong, September 28 and 29. 


Neat Srocx. 


For working oxen, best $2,50, 2d best $2,00, 3d best 
$1,50, 4th best $1,00; beef oxen $2,50, 2,00 1,50; 
steers, 3 year olds $2,00, 1,50, 1,00, ,75; 2 year olds 
$1,75, 1,25, 75, 25; 1 year olds $1,00, 75, 50, 25; steer 
calves 75, 50, 25; town ox team of at least ten yokes, 
$10,00, 8,00, 7,00, 6,00; 3 year old steer team eight 
yokes, $6,00, 5,00, 4,00, 3,00; two year olds six yokes 
$4,00, 3,00, 2,00, 1,00; six yokes of 1 yr. olds $2,00 
1,50, 1,00; milch cow, with evidence of quality and 
quantity of milk and manner of feeding $1,50, 1,25, 1,00 
75; stock cow, $1,50, 1,25, 1,00, 75; 3 years old heifer, 
$1,25, 1,00, 75, 50; 2 years old $1,00, 75, 50; 1 yr. old 
75, 50, 25; heifer calf, 50, 40, 20; Durham and Here- 
ford bull $4,00, 3,00, 2,00; 3 years old $1,50, 1,25, 
1,00, 75; 2 years old $1,25, 1,00, 75, 50; 1 year old 
$1,00, 75, 50. 





Horses. 
Studj$3,00, 2,50, 2,00; breeding mare $2, 1,50, 1,00, 
span matched work horses $2,00, 1,50, 1,00; road horse 
$1,50, 1,00, 75; fastest 4 year old and upwards owned 
in Society $3,00, 2,00, 1,00; 3 year old colt $1,25, 1,00, 
75, 50; 2 year old $1,00, 80, 60, 40; 1 year old 80, 
60, 40, 25; spring colt 75, 50, 30, 20. 

Sueer. 
Coarse and fine wool buck, $1,25, 1,00, 75; six coarse 
and fine wool ewes $2,00, 1,50, 1,00; six coarse and fine 
wool lambs, do., do. 

Swine. 
Boar, $1,00, 75, 50; breeding sow, do., do.; litter 
of pigs not less than six, do., do. 

Fow Ls. 
Six turkeys, 75, 50, 25; six hens, 50, 40, 20; six 
geese, 75, 50, 25. 
Drawixe Marca. 


For the yoke of oxen that shall draw the greatest load 
with the greatest case, $2,00, 1,50, 1,00, 75. The rela- 
tive size of the cattle will be taken into the account, 
and especially the training. The adjudging committee 
to have the privilege of prescribing such other rules as 
they may think proper. 
Crops. 

Acre plowed land wheat, $3, 2,50, 2,00, 75; half acre, 
$1,50, 1,00, 75; acre burnt land wheat, $3, 2,00, 1,50, 
75; acre rye, $2,00, 1,50, 1,00; acre corn $4, 3, 
2,1; half do., $2, 1,50, 1,00, 50; specimen seed corn, 
75, 60, 50, 40; acre oats, $2, 1,50, 1,00, 75; acre oats 
and peas to weigh not less than 40 lbs. per bu. $2, 1,50, 
1,00, 75; half acre barley, $1, 75, 50; half acre peas, 
do.; half acre buckwheat, do.; acre of beans with corn, 
$2, 1,50, 1,00; half do., $1,50, 1,00, 50; acre clover 
seed, $1,50, 1,25, 1,00, 75; acre herds grass seed, do. ; 
value of crop raised on 4 acre, description of soil, labor, 
all expenses, account of products, $2,00, 1,50, 1,00; acre 
potatoes, $3, 2,1; half do., $1,50, 1,00, 50; one-eighth 
acre turnips, $1,00, 75, 50; do. carrots, do.; beets, 
onions, parsnips, half bu. each, 50, 40, 30, 20; § dozen 
eabbages, do.; do. pumpkins and squashes, do.; 4 dozen 
melons, 25, 20, 15; eranberries, not less than 4 qts., 50, 
40, 30; bu. winter apples, 50, 40, 30, 25; do. fall do., 
50, 40, 30, 25; 3 bu. pears, 40, 30, 20; cultivated grapes, 
do.; largest quantity of honey, by one man, a specimen 
to be shown to committee, $1,50, 1,25, 1,00, 75; com- 
post manure, not less than five cords, statement of cost, 
$3, 2, 1. 

MAyvuractores,—Butter, Coeesr AND Braap. 
Firkin of butter not less than 25 lbs., $1,25, 1,00, 75, 
50; 25 lbs. ball do., do.; cheese not less than 12 Ibs., 
$1, 75, 50; loaf brown bread from corn grown in the 
county, 75, 60, 45, 30; do. flour do., do., do. 

Lapres’ MANUFACTURES. 
Ten yards all wool flannel, $1, 75, 50, 30; do. cotton 
and wool flannel, do.; do. flannel twilled, do.; do. ful- 
led and dressed cloth, do.; do. satinet, dressed, do.; do- 
mestic carpeting, do.; pair woolen blankets, 60, 40, 25; 
pair cotton and wool do., do.; counterpane, 75, 50, 25; 
quilt, $1, 75, 50, 30; puff or comforter, 50, 40, 30, 20; 
wrought pillow case, 40, 30, 20; worsted and woolen 
shawl, $1,00, 75, 50, 25; hearth rug, 75, 60, 40, 30; 
pair hose, 25, 20, 15, 10; fringed mittens, 50, 40, 25; 
double mittens, woolen, 30, 20, 15; 6 skeins woolen 
yarn, 40, 30, 20, 10; mixed woolen and worsted yarn, do. ; 
2 Ib. linen thread, 30, 25, 20; five yards knit edging, 20, 
15, 10; six yards domestic diaper, 50, 40, 30; wrought 
collar, 25, 20, 15, 10; chair tidy, do.; knit undersleeves, 
15, 12, 10; silk bonnet, 75, 60, 45; wrought veil, 50, 
40, 30; undersleeves, 25, 20, 15; wrought skirt, 50, 40, 
30, 25; lady’s dress cap, 30, 25, 20; wrought slippers, 
25, 20, 15; penciling, 40, 25, 20; wax flowers, 40, 30, 
25, 20; wax fruit, do.; cultivated flowers, 40, 30, 25; 
dress coat, 75, 60, 45; pantaloons, 40, 30, 20; vest, 26, 
20, 15; six straw hats, fine, 40, 30, 20; do. coarse, do. 
Farmine Toots, &o. 
Best half doz. hand rakes, 50, 40,30; hand drag rakes, 
50, 40, 30; ox yoke and bows, 50, 40, 30; pair cart 
wheels, $1.25, 100, 75; cart, $1.50, 1.00, 50; double 
wagon, $2.40, 2.00, 1.00; single wagon, 2.00 1.50, 1.00; 
sleigh, $1, 75, 50; wheel-barrow, 50, 40, 30; shovel 
handles, 1 doz, 40, 30: harrow, 75, 60, 45. 
Suira Work. 
Six narrow axes, $1, 75; specimen horse shoeing, 75, 
50, 40; horse shoes one fourth doz., 75, 50, 40; specimen 
ox shoeing, 75, 50, 40; one fourth doz. shaves, 50, 40; 
chain, 50, 40 ; one fourth doz. picks, 50, 40, 30 ; set of 
side springs, 1,00, 75; six grass soythes, 1,00, 75; staple 
and ring, 50, 40. 
LEATHER AND LEATHER MANUFACTURES. 
2 sides wax leather, 75, 50; 3 calf skins, 60, 50; speo- 
imen splits not less than 10 Ibs., 40, 30; 2 sides harness 
leather, 80, 60; common harness, 1,00, 75; plated har- 
ness, 1,50, 1,00; 3 pairs calf boots, 1,00, 75, 52; 3 pairs 
thick boots, 1,00, 75, 50; 6 pairs men’s congress bocts, 
75, 50 ; six pairs ladies’ gaiter boots, 75, 50 ; six pairs 
ladies’ kid shoes, 50, 40; six pairs men’s thick shoes, 75, 
50. 


For the best specimens of cabinet work, tin and iron 
ware, gratuities at the discretion of the committee. 

For the best barrel of flour to be made from not more 
than three hundred pounds of wheat, and the wheat to 
be raised in the county, $1,50, 1,00, 50. 


James M. Kempton, Cor. Secretary. 


LL 


DOMESTIC RECEIPTS. 


Ick Cream. Take one quart of sweet cream, 
made very sweet with best sugar, and flavored; 
whip it toa light froth; skim off as fast as it is 
beaten and put into your freezer, until all is 
whipped to a light froth. You will find it will 
freeze in less time than any other recipe. ‘The 
above will make five quarts of delicious cream. 





Anotner. Take one quart of sweet milk and 
cream; 2 eggs; 1 teacupful of white sugar; 1 tea- 
spoonful of flour stirred into 1-4 teacupful of sweet 
milk; flavor to yourliking. Put your milk in the 
freezer, or if you have no freezer a 3 quart pail is 
as good, and set it into a kettle of boiling water, 
stirring the milk frequently, so that it will not 
burn. Beat the eggs, and when the milk boils 
stir them into the milk—take it out ot the water, 
put into the milk, the sugar, flour and‘flavoring. 
Put the ice into a bag and pound it into lumps 
the size of a hickory nut, put a layer of ice into 
a small tub, or whatever you wish to freeze it in, 
and a thin layer of salt; put your freezer or pail 
into the tub and then put a layer of ice and a lay- 
er of salt alternately around it. Stir the cream, 
which will freeze, from the sides with a spoon; 
stir it frequently until it is frozen. If you make 
it as directed, you will not fail of having excellent 
ice cream.— Rural New Yorker. 


Restoration or Vetvers. Velvets are readily 
restored by passing the under side of the velvet 
over with a warm smoothing-iron. The best way 
of doing this, is for one person to hold the velvet 
tight, and another to pass the iron over it on the 
wrong side, after which the velvet must be spread 
out, anda very delicate brush passed over the 
surface. The good effect of this, even on the most 
worn-out velvets, will scarcely be credited till 
tried; velvets but little worn may be made to look 
as well as new by this process. 

Frencu Honsy. One pound of white sugar; 
six eggs, leaving out the whites of two; the juice 
of three or four lemons, and the grated rind of 
two, anda quarter of a pound of butter. Stir 
over a slow fire until it is about the consistency 





of honey. 
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AROOSTOOK RAILROAD. 

The time is at hand when the people of Maine 
will, by their action, in the several town meet- 
ings, decide whether there shall be a Railroad 

into the Aroostook, and to the frontier of Maine 
or not. Or, in other words, whether that por- 
tion of our State, and the hardy pioneers which 
have gone in there, shall continue to be partially 
shut out, and isolated from their fellow citizens 
of the State, or whether they saall be more in- 
timately united with us by those iron bands of 
modern times, so conducive to commercial and 
sociai life and prosperity. We are aware that 
many look upon this with indifference, and some 
few are opposed to it. We cannot so view it. 
We consider it a question of great importance, 
and one, the decision of which by your votes on 
the 6th of June next, will affect most vitully and 
essentially, the Aroostuok section of our State, 
and thereby the whole State. It will at once tell 
the story whether we will cherish and foster that 
portion of our domain, and at once lift it up 
from the difficulties of ingress and egress—give it 
the facilities of going in and coming out with the 
natural products with which it now abounds, 
and with the artifivial products, with which it 
is beginning to abound, and, if encouraged, will 
much more abound. Or, whether we will throw 
a pall—a funeral shroud as it were, over the 
whole, and leave it to flounder along with no 
material aid, other than what they can obtain 
from our worthy provincial neighbors. 

Now is not this a question of importance? 
What man of you having a farm, the most fertile 
and most productive part of which was at the 
farthest corner from his buildings, would not at 
once put into requisition all his available means 
to establish an easy and expeditious avenue into 
it, that he might reap the benefit of it in every 
possible way? The case of the State is parallel 
to this. Theymost naturally fertile and produc- 
tive part of the domain is in this now remote 
corner. Compared with all the other portions it 
is difficult of access, and nine-tenths of the bene- 
fits and advantages which the State might derive 
from it is lost, for lack of easy communication 
therewith. And now the power is put into your 
hands to establish this communication, by using 
a part of the avails arising from this very sec- 
tion. 

If you do it, you multiply these avails to an 
almost indefinite degree,—if you do not do it, 
you will not even hold your own, commercially 
speaking, but will decrease by neglect, and 
throw what little there shall be left into the 
hands of her majesty’s subjects in New Bruns- 
wick. Is this not a question of importance? 
We have no ill feeling towards the New Bruns- 
wickers. On the contrary, we commend them 
for their hardy enterprise, and awakening zeal 
and goaheadativeness in taking care of them- 
selves. But we cannot deny that our State pride— 
you may call it State selfishness if you like—would 
be exceedingly wounded if, by our own lethargy 
and unpardonable st pineness, and narrow mind- 
ed stupidity in regard to our own best interests, 
they should outstrip us and bear away the palm. 
Unless we arouse ourselves to action in the right 
way, and do what we have now the chance to do, 
they will accomplish it, as sure as Time, and 
that in a very few years. 

But say some objectors if we thus part with the 
proceeds of our public lands, bow can the State 
get along? How can we pay our debts, and what 
will become of us? There is ‘*a lion in the path”’ 
isthere? A little common sense energy will rout 
him ‘‘mighty spry.”’ It is all fallacy in regard 
to the great help that our timber lands are to- 
wards defraying our expenses If you but knew 
half of the deviltries they have occasioned in the 
state policy, either financial or political, you would 
say, get them out of the hands of speculators and 
demagogues as soon as possible. Open every ave- 
nue possible under heaven to the bona-fide settler 
—get them into a permanently taxable shape and 
thus, in the hands of men wedded to them by the 
rights of property, they will become a reliable 
source of financial prosperity and social strength. 





Puant Freety. The Farmers of Maine should 
avail themselves of the present state of things to 
plant freely. The season itself invites them to, 
and the condition of the world insures large fall 
prices, be the abundance of the harvest never so 
great. The European war will withdraw from 
the occupation of agriculture abroad, thousands 
of hands, and discourage industry in large num- 
bers of men devoted to agriculture. But every 
living creature must eat,—the amount to be con- 
sumed must be grown somewhere, and the nations 
not engaged in the strife will of course be re- 
quired to supply the consumers. These causes 
must necessarily affect all branches of industry— 
our marine will be stimulated, perhaps greatly. 
the acknowledged power of the United States 
among the nations, will render our carrying 
trade secure—we are on the footing of equal 
treaties with all the maritime nations, and the 
American flag instead of being an object of sus- 
picion, 18 a sign of amity in every port. Our 
manufactures must be favorably affected from 
similar causes, and so of most of the forms of 
industry. And at whatever point of our ma- 
terial interests we are favorably affected, there 
wil! agriculture be benefited. 

Directly and indirectly—much everyway— 
those who till the soil are encouraged now to ex- 
tra measures preparatory to the harvest. 

The past season has been remarkable for drouth 
in the tropics. In the island of Porto Rico the 
coffee and tobacco crops will he very light, while 
in the southern states of Mexico the same com- 
plaints arg made. 





fa A paragraph is in circulation containing 
the statement that Mr. Ww. T. Jonnson now as- 
sists in the editorial management of the Farmer. 
If any one of the subscribers to the paper should 
hear of the fact, he need not be alarmed—the 
care of the leading department still remains with 
the editor who has had charge of it from the be- 
ginning,—whose successful labors in supplying 
the demands of agriculturists will not abate. 
Mr. J. only undertakes to insure to those who 
take the Farmer, a fair supply of good reading 
for hours of recreation, and the means of know- 
ing what is going on in the world at large. J. 





Reicious Inreucence. A religious confer- 
ence of the Universalists will be held in Notway, 
8th and 9th of June. 

The statistics of the Baptist associations of 
Maine, exhibit 278 churches, 2,455 baptised, 
21435 members, an .increase over last year of 3 
churches, 1699 baptised, and 1955 members. 

Rey. Z. Morton has removed from Knox to take 
charge of the Baptist Society at Seward’s Mills, 
Vassalboro’. 


Stars Quarry. The Piscataquis Observer says 
that the farm of Thos. Sears, in Parkman, has a 
slate quarry on it. superior to any in the State, 





CLAY SILVER. 

The metal called ‘‘aluminumi,’’ is derived from 
clay, by chemical operation. The French chem- 
ists are making it, but we have not heard of any 
manufactory of it in the. United States. We 
believe the price of the French article is now 
down to four dollars per pound. 

It must be evident that the cause of thie high 
price, although much less than formerly, is 
owing not to the scarcity of the ore, for clay is 
abundant, but to the expense of the mode of ob- 
taining it from the ore. Hereafter, when more 
improvements are discovered in the mode of man- 
ufacturing it, and more individuals become en- 
gaged in the business, it will be still further re- 
duced in price. It will then come into general 
use, and be found valuable for a great variety of 
purposes. 

It is a metal which does not readily oxidize or 
rust by exposure to the air, and can be used either 
by itself or alloyed with other metals. 

We wonder that none of our enterprising Yan- 
kees have commenced the business of manufac- 
turing this metal. Our clay banks might be 
made additionally valuable by subjecting some of 
their deposits to the skill of the chemist. They 
might as usual, be useful in affording stock for 
the manufacture of bricks, and also afford a por- 
tion to the operator in the laboratory, and be 
made to give this metal which, strange as it may 
seem to many, is contained within it, and forms 

the basis of its valuable propertis with whatever 
substance it may be combined. One trouble un- 
doubtedly is a lack of faith in the idea that our 
common clay banks can be made thus to afford 
the metal in question, and another reason is that 
the operation of obtaining it on a considerable 
scale is of recent origin, and the metal produced 
has not yet become so extensively introduced into 
the arts, as to make much of a demand for it as 
yet. The time is coming when clay silver will be 
considered as one of the necessaries of life, and 
beside, many of our clay banks will be seen not 
only smoking with brickkilns, where are prepared 
bricks for the construction of houses but also 
with laboratories wherein this same clay will be 
made to yield a metal to be used in a great variety 
of purposes, as articles of necessity, convenience 
and elegance in those same houses. 





Tue Aroostoox. People abroad are really 
finding out the value of the Aroostook*eountry, 
and paragraphs are floating through most of our 
neighboring exchanges noting the tide of immi- 
gration wending its way thither. Even some of 
the best farmers of fertile Kennebec are stirred up 
by the excitement so as not to let well enough 
alone, but to start towards Aroostook with the 
purpose of doing better. We protest against los- 
ing the solid men of the Kennebec valley, but if 
they will go off let them indeed go to Aroostook. 
The Bangor Times helps along the general ten- 
dency by relating the case of a gentleman who, a 
few years since, in travelling in the northern por- 
tion of our state for his health, was captivated 
with the beauty of the country and was induced 
to purchase land in Aroostook. In June 1856 he 
contracted with a man to clear forty-seven acres. 
The trees were felled, and in 1857 they were 
burned. A year ago this month he sowed 5 1-2 
bushel of wheat on 5 acres, and obtained 143 
bushels. From 27 acres of oats he got 2000 bush- 
els; 10 bushels of millet on 1-2 acre; 100 bushels 
of buckwheat on 3 acres; 208 bushels of rye on 8 
acres ; 200 bushels of potatoes on 1-4 acres ; 400 
bushels rutabagas on 2 acres. His land, inter- 
est, labor, cleaning, etc., cost him $1,004,00, 
and the net profit, after paying all expenses on 
the first crop was $263,50! He has recovered 
his kealth entirely, and is now living on his clear- 
ing, perfectly satisfied with it as a permanent 
home. 





Deatu or Humsotpt. The Canada brings in- 
telligence of the death of Frederick Henry Alex- 
ander Humboldt, the eminent Naturalist. Baron 
Humboldt was born at Berlin, Sept. 14, 1769, 
and was therefore in his 90th year. Since 1795 
he has connected hims:lf with those pursuits 
which have won for him undying fame. In 1797 
he visited [taly to study the volcanic theory of 
rocks, but the wars of that period prevented his 
European researches. Ilumboldt, from 1800 to 
1802, explored the mountains of South America. 
In 1803 he visited Mexico, and, after a tour in 
the United States, returned to Europe, landing at 
Havre in August, 1804. In Paris, he commenced 
a series of publications in various departments of 
science. He is most popularly known by his 
**Cosmos,’’ a work written late in life. He was 
probably the most learned, and in many respects 
the most remarkable man of this age. 





Mexico. This republic is just now in a most 
distracted state. It has two governments—one is 
recognized by the United States as the Constitu- 
tional government. ‘This Government has made 
important concessions ‘to the Tehauntepec Compa- 
ny. It has signed an agreement permitting the 
survey of certain routes across the country, and 
permitting United States troops to guard Ameri- 
can trains passing over said routes. It is willing 
to do anything to open the country to American 
enterprise. The other government controls the 
capital and has the favor of the representatives of 
the English, French, and Spanish ministers. This 
government, kills and imprisons our citizens and 
has withdrawn the exequaturs of all our consuls. 
The Mexican minister at Washington has pub- 
lished a protest arraigning the faith of the U. 
States in recognizing the government of Juarez 
to which Mr. McLane replies, defending the ac- 
tion of our government, which he says occupies a 
state of impartial neutrality with respect to the 
parties that divide Mexico. * 





A second: class Nun Buoy has been placed to 
mark Black Ledge (or Roaring Bull), marking 
the yor to Penobscot Bay. The buoy is 100 
yards NW from the shoalest part of the ledge, 
which is awash at low water. Marshall’s Point 
L Hi bearing NW by N 4 N 5 miles. Manheigan 
Island L H bearing SW 4 W 8 miles. 

Mrs. Partington is expected to take notice of 
the fact that a poor boy is cruelly placed out in 
the cold to watch a roaring beast—a nun boy 
too, and of the second class, in contradistinction 
to Joshua the son of a nun who was of the first 
class. Oh, those nuns! 





Trape witn Japan. Since the treaty with 
England, several important mercantile houses 
have settled in Japan, and have already began 
their operations. The intercourse between the 
Japanese government and foreigners continues to 
increase in the most satisfactory manner, and the 
Emperor has just published an important edict, 
the object of which is to extend the concessions 
resulting from the treaties with the Europeans. 





The late news from Europe brings intelligence 
of the death of Dr. Dionysius Lardner, whose 
name is familiar to the public through his scien- 
tific works. The latest hobby of Dr. Lardner was 
instruments for the wholesale destruction of hu- 
man life during the coming war. He advocated 
the introduction of destructive chemical agents in 
place of the rifle and cannon. 





Brown Breap. Brown bread is one of the es- 
tablished institutions of the country. We are 
indebted to Clark’s bakery for leaving at our door 
on Sunday morning, a nice large, ‘‘pipin hot”’ 
brown loaf. Clark and brown bread forever ! 





The Kennebec Journal contains a notice of fore- 
closure of the mortgage of the K. & P. Railroad 





and that the quarry has not been worked. 


Oo., by the trustees of the 2d bondholders. 


EDITOR’S TABLE. 
Tae Hovszgotp Paysician. We would call 
the attention of our readers to an advertisement 
in another column under the above title. The 
work alluded to we have examined with no ordi- 
nary interest, as it aims to popularize and adapt 
to the many what has been claimed as belonging 
only to the few. Those of our readers who are 
acquainted with the reputation of Dr. Warren as 
a successful medical practitioner need no farther 
recommendation of the work, than the assurance 
that it comes from his pen. We will venture the 
‘remark that he who reads the book thoroughly 
will not be liable to imposition by quack nos- 
trums or quack doctors, for it has been written io 
plain simple English, and brought within the 
comprehension of the masses. In dealing with 
the several diseases the author has been quite suc- 
cessful in sketching pen-and-ink portraits, so like 
them, that every reader shall know the original 
whenever he sees them, and the most approved 
remedies employed by the medical faculty, are 
also prescribed. In a word, it is just the book 
needed by families, and we trust that when the 
agent presents it for examination, no one will let 
the opportunity pass of giving it an examination. 


PROVERBIAL AND Mora Tuovents, in a Series of 
Essays. By Charles Henry Hanger. 


This is a little work from the publishing house 
of Mayhew & Baker, Boston, of which a second 
edition has just been issued. The object seems to 
be the same as that of Mr. Tupper’s ‘‘ Proverbial 
Philosophy,’ namely, to inculcate useful lessons, 
and by a good mode of representation, to give 
force and efficacy to common truths. The treat- 
ment, however, is novel. As a specimen of a 
well printed book, the work is especially attrac- 
tive. 


Cricket Praver’s Pocket Companion. The 
recent introduction of the game of cricket into 
the sports of the young men of Augusta, is hail- 
ed with pleasure by old as well as young. Even- 
ing and morning of each fair spring day, wit- 
nesses a goodly throng on Winthrop Street, en- 
gaged in this capital exercise. The Jittle work 
before us, of 34 pages, contains the rules of the 
game, and all needful information and instruc- 
tion to players. Published by Mayhew & Baker, 
Boston. For sale by Stanwood & Souther. 


Base Bau Prayer’s Comranion. Thisisa little 
work of 36 pages, similar in plan to the work on 
Cricket noticed above, containing Rules and Re- 
gulations for forming clubs, directions for play- 
ing the ‘‘Massachusetts game’’ and the ‘‘New 
York game.”” Published by Mayhew & Baker, 
Boston. For sale by Stanwood & Souther. 


Tue Attantic Montuty for June, contains the 
contributions of Mrs. Stowe and Dr. Holmes; has 
the usual supply of good poetry; a very interest- 
ing article on the Stereoscope and Stereograph; 
sketches and pungent criticism. This number is 
one of the most readable of the series. 


New Paver in Porttanp. Messrs. James W. 
Pray and Stuart A. Strout, propose to commence 
the publication, in Jane, of a new literary 
journal, in Portland, to be called ‘*The Maine 
Chronicle,”’ containing eight pages of four 
columns each. 

Tae Great Repvsiic Monrtuty for June has 
been received, containing a list of 27 articles, 
many of them of much interest. 


Pranororte Music. Russell & Tolman, Boston, 
have recently issued the following music,—for 
sale by Stawood & Souther, Augusta : 

For the Voice. ‘Gentle Words,’’ Ballad, 
words and music by J. Clinton. 

“Joys of my Childhood,’’—words and music 
by James G. Clark. 

*‘The Church within the Wood,’’—one of a 
collection of popular ballads by Geo. F. Root, 
arranged for the guitar, by J. De Anguera. 

Instrumental. ‘La Rieuse,’’ Polka, by J. 
Ascher. 

‘‘Submarine Galop,’’ by Charles D’ Albert. 

‘*Mystic Tie Schottisch,’’ by Morris Lowden. 

‘*Tweedside,’’ Scottish air, arranged for violin 
and piano forte, by F. Suck. 

‘*Lawrence’s Quickstep,’’ (as performed by the 
Germania Band,) arranged by A. Heinicke. 

‘*Annie Lawrie,’’ arranged for small bands, by 
A. J. Rosseau. 

‘*Rosalie,’’ Grand March, arranged by Nathan 
Richardson,—this last a very pretty affair. 





Aroostook. A correspondent of the Zion’s 
Advocate, who has recently visited Aroostook, 
speaks in glowing terms of the country. Thesoil 
which fell under his observation he speaks of as of 
extraordinary fertility and productiveness. He 
says:— 

**A settler with whom I spent some time, in the 
township of D, said to me that two years ago two 
of his sons took up a lot of land adjoining his 
own, -_ which they paid $400. In the two 
years, from the products of the soil, with their 
own labor, and aiding their father somewhat at 
the same time, they had paid the $400, built up- 
on the lota barn 60 by 40 feet, and had twelve 
hundred bushels of oats in the barn. I found for 
the most part that the settlers (which, I pre- 
sume, is true of most new regions) went in poor, 
but by odinary industry they had very soon be- 
come thrifty, and in many instances opulent. A 
settler in Crystal Plain, said to me a few days 
since, ‘‘I have lived in many places but this is the 
best county for a poor man to come to I have ever 
found.’’ 

In respect to climate the same writer adds: 


“I did not find it colder than at Bangor. 
Aroostook county lies, as it were, in a basin, the 
land not being so elevated by some eight or nine 
hundred feet as in the vicinity of Moosehead lake, 
or Oxford county. There is, too, an equality of 
temperature, and a dryness of the atmosphere, 
which seem to make it especially healthy. I found 
a number of persons, who, when they went in were 
comparatively invalid, now rejoicing in robust 
health.’’ 

The Aroostook Pioncer says: 

*‘The opening of spring brings a large number 
of strangers among us, and immigration hither- 
ward israpidly increasing. Every day brings num- 
bers of men from all parts of the state, and we are 
happy to know that most of them like ‘better than 
they expected.’ ”’ 

Six teams left Bethel one day last week for the 
Aroostook. This is the kind of emigration welike, 
to a country where health as well as wealth are 
to be taken into account.—Bethel Courier. 





The Editor of the Skowhegan Clarion acknowl- 
edges that his devil played the deuce with the 
types, when he made the Kentucky giant weigh 
3000 pounds. 

The extra cipher, however, was needful to ex- 
cite surprise on the part of our friend Littlefield, 
to whom 300 pounds is an every day affair. 





Catirornia. Dates to the 22d ult., represent 
business brisk at San Francisco, and money plen- 
tiful. Gold dust arrives freely. Wheat crop 
promises a good yield. 





Madame Biscacciant1, who expects soon to give 
a concert here, is a native of Portland. She ob- 
tained her musical education in Europe, and is 
one of the best of living vocalists. 





Wm. Smith O’Brien, was received in Boston on 
the 14th of May, with enthusiastic demonstrations 
on the part of thousands of his countrymen and 
friends. 


ta” Noah Smith Esq. father of our Secretary of 
State, dropred dead in Blackstone street, Boston, 





on 20th May, while on his way to take the cars 


for his home at South Reading. He was 84 years 


of age. 





te The Bridge at Augusta is now lighted at 


night, by gas. 








&@ French corse-ts are coming in fashion. 











THE EUROPEAN WAR. 


Mediterranean sea; and two of them at least are 


The last week’s advices do not materially looking for advancement on other continents. If 


change the appearance of the war. Austria, 
France, and Sardina are the only parties to it at 
present. Russia seems to havea good understand- 
ing with France. Prussia is as yet neutral, and 
England also. Austria, by precipitately entering 
Sardinia on the east, while England was endeav- 
oring to secure a peaceful solution of difficulties, 
disappointed if she did not offend the latter pow- 
er. Her object it was thought, was to gain a 
great advantage by seizing upon Turin, the Sar- 
dinian capital, and also upon certain fortifications, 
before the advancing legions of France could cross 
the Alps from the opposite side and come to the 
rescue. If this were the object, she has lost her 
advantage by subsequent delays which are inex- 
plicable. With the smallest possible exception 
the war thus far proceeds without fighting. Our 
space denies us the employment of many words 
bere, the room to which the war news is entitled 
being already occupied by the extracts from other 
papers. The reader will have a good understand- 
ing of the whole subject by perusing the Foreign 
news, and the articles below, entitled, The Seat 
of War—The Motives of the Parties—The State- 
ments of the Parties—The Strength of the Com- 
batants. 


THE SEAT OF WAR. 


Reader—are you familiar with the georgaphy 
of Europe, und especially with that of Sardinia? 
If not, get the best map you can, and study it with 
the aid of the following statement ; with the sub- 
ject once mastered the foreign news will be to you 
for sometime to come a matter of exceeding inter- 
est. 


The Principality of Piedmont, the Duchy of 
Savoy—the Duchy of Genoa and the County of 
Nice unite to form what of the Kingdom of Sar- 
dinia lies upon the Contine: t of Europe, and that 
this territory touches France on its west, Switzer- 
land on its north, Austrian Italy or Lombardy and 
Parma on its east, while the Gulf of Genoa laves 
its southern coasts. Piedmont, the largest divi- 
sion, in which the capital, Turin, is situated, is 
encompassed on the three sides not touching upon 
Lombardy by the Alps. The Ticino river, a 
branch of the Po, running from the mountains 
on north through Lake Maggiore, on which the 
Sardinian vessels were captured by the Austrians, 
forms the eastern boundary between Sardinia and 
Lombardy, and it unites with th Po at Pavia, 
where bodies of Austrian troops are concentrated. 
If we except the lower twenty miles of the Ticino, 
the passage of the invading troops was effected in 
several places between Lago-Mazziore and its 
confluence with the Po. Arona and Buffalora 
on the Ticino, and Novara, Mortara, Cambro, 
Cezzo, Lornello, Trassindto and Campbia to 
which the Austrians have penetrated, are towns 
within twenty-five miles of the Lombardy fron- 
tier, on the partly flooded plains north of the Po, 
stretching north and west, to the Alps South of 
the Po, the Maritime Alps send mountainous 
spur spurs almost to the banks of the river, and 
among these in a line running northwest and 
southeast, is a continuous line of fortifications, 
extending on either side of Alessandria to Casale 
on the Po, and to Tortona and Novi on the south- 
east, in all, nearly thirty miles in length. They 
were razed to the ground by the Austrians in 
1815, but have been again strengthened by the 
Sardinians since the late Paris Congress. 

Behind these works are Turin, the capital, fif- 
ty miles each from the sea and from Lombardy, 
and Genoa which is connected by forty miles of 
railway with the stronghold of Alessandria, 
where the forty thousand French troops already 
landed at Genoa may ride ina few hours. It is 
evident that only an English Navy could prevent 
the transport of as many French troops over this 
route as might be found necessary for any purpose 
and it has been thought that the strength of the 
Sardinians in this quarter might induce the Aus- 
trians to advance at once across the plains and 
meet the Alpine French troops as they descended 
from the mountains in separate detachments ; 
but as it is about as many days march from Turin 
to Milan, where the Austrians were stationed pre- 
vious to the commencement of hostilities, as it 
was to Briancon, where the French took up their 
line of march to cross the Alps, it is evident that 
the Austrians lacked time tor accomplishing this 
object. 

The main body of the French Alpine army 
crossed the mountains from Briancon and at Mt. 
Cenis, fifty and forty miles respectively in direct 
lines west and northwest of Turin, and decended 
to Suza, on the Piedmont side, which is only thir- 
ty miles from the capital by rail. 

Before the actual commencement of hostilities 
the Austrians at Milan stood just about as fur 
from the river asthe French at Briancon did 
from the mountains ; and a line drawn from one 
of these points to the other would pass through 
the common mark of both armies—the royal city 
of Turin. Turin, however, is about as far again 
from Buffilora, where the Austrians crossed the 
river, as it is from Suza, where the French halt 
on crossing the Alps, the distance being about 70 
miles in the former case against 33 in the latter. 
Bat this inequality was more than compensated 
by the relative difficulties of the roads, for, 
whereas the Austrians have a plain country to 
traverse, the French can only reach Suza by pass- 
ing the Alps. In reality, the advantage of ground 
so far was on one side of the Austrians, but their 
operations have been influenced by further consid- 
erations arising from the position of the Sardin- 
ian army before described. 

The French, as they descend upon Susa and push 
forward to Turin, are directly confronting the 
Austrians on their march towards the same point 
from Milan, and if this was all, and there were no 
Sardines except in the capital, the shock of battle 
could be anticipated with great facility. It will 
be observed, however, that the Austrians in their 
advance cross Piedmont from East to West would 
have on their left the whole concentrated strength 
of the Sardinian army, resting on its finest for- 
tresses. What the chain of the Tyrol, indeed, is 
to Austria in the plains of Lombardy, the chain 
of the Ligurian Apennines is to Sardina in the 
plains of Peidmont, and the parallel can be car- 
ried still further, for exactly as Germany lies in 
reserve behind the Tyrol so does a second French 
force gather in strength behind the Appennines. 
On the seaboard of these mountains stands Genoa, 
which, as France commands the sea, can be reach- 
ed from Toulon with the greatest facilty. The 
Sardinians, therefore, while they cluster in force 
about their citadels to the south of the Po, have 
in their rear the support of a powerful French ar- 
my within 50 miles distance. 

All the places named, be it understood, lie with- 
in a comparatively small compass. 

The Austrians are thus opposed by two bodies 
of the enemy—one directly facing them at Turin, 
and drawing daily reinforcements from the passes 
of the Alps; and another at Casele and Alessandria 
flanking their march, and receiving succours from 
a distinct base of operations at Genoa. By cross- 
ing the frontier at its northern extremity, as they 
have done, they might occupy the northern dis- 
tricts of Sardinia; or, if they descended thence up- 
on the Po, might get the Sardinian army in front 
of them, but they would then have the army of 
the Alps upon their right. They must, in short, 
advance in any case against two lines of foes posted 
at right angles to each other; and, for simplicity’s 
sake, we may consider these lines to be represen- 
ted by the river Dora Baltea, running from north 
to south by Ivrea, and the Po, running from west 
to east by Cassale—Turin being pretty nearly at 
the angle. 

The great feature, however, of the campaign, 
as far as it can be comprehended at present, is the 
double base of operations from which the Sardin- 
ians and their allies are proceeding; and, if the 
Austrians find themselves in strength sufficient for 

such a plan, it isnot improbable that they also 
may divide their forces, so that the troops now 
said to be at Mortara may advance towards the 
south, and those at Novara towards the west. It 
will not have escaped notice that the Austrians 
are said to be particularly strong at Mortara, 
while the Imperial Guard, the select corps of the 
French army, is at Genoa. These dispositions 
would seem to indicate that the hardest struggle 
is expected on the line to Genoa rather than on 


the line to Turin. 


THE MOTIVES OF THE PARTIES. 
Of these the reader must judge for himself. We 


give some speculations of others. 


The Newburyport Herald ~ o This is nota 
war for the liberty of any people. : 
The trouble springs from the race for power in 
the three great continental nations—Austria, 
France and Russia. Each aims not only to retain 
what it has but to aggrandize itself by the ab- 
sorption of the minor states that adjoin it, and 


to acquire possession of the commerce of the 





and extend as occasion presents, | 
a very important maratime nation. 


her government in Italy, 
she will become 
It was for 
this reason that Napoleon I sought to possess it, 
converting the Mediterranean sea, as the phrase 
was, into a French lake. With the Mediterra- 
nean he could have pt, and com- 
manded the direét route to India. Not less im- 
portant is the Mediterranean to Louis Napoleon, 
since Algeria has become valuable, and the march 
to Todia has by no means been abondoned. It 
was this that influenced her in the Crimean war 
—to eut off Russia asa rival in the Mediterranean. 
A Vienna correspondent of the Philadelphia 
Press alleges that Russia, France and Sardinia 
have marked out the following programme for 
Italy: 
**1. The Lombardo-Venitian provinces to be 
transferred to Victor Emmanuel, of Sardinia, 
who would rule as King of Northern Italy. 
2. The States of the Church, augmented in ter- 
ritory by the addition of Tuscany, Parma, Lucca, 
and the other Sovereign Duchies ruled by princes 
of the House of Austria, to be erected into an in- 
dependent dominion, under the sway of Prince 
Napoleon (Victor Emmanuel’s son-in-law,) as 
King of Rome. The Pope to have no political 
existence, but still be ‘Head of the Church,’ as 
Bishop of Rome. 
3. The Kingdom of Naples to preserve her 
present territorial limits, with Lusien Murat, 
(born in March 1803,) as King.’’ 
The Boston Atlas says, the object of France and 
Russia is to wrench from Austria her Italian pos- 
sessions and put them under the protective arm 
of France, while Russia expects to receive her 
rt of the prize in obtaining possession of the 
Benubten provinces and Hungary, which are now 
under the dominion of Austria. 

The London Times remarks these two great 
Eastern and Western Powers intend to make a 
new map of Europe, to humble Austria and par- 
tition the weak powers between themselves. Rus- 
sia’s ultimate purpose undoubtedly is, to obtain 

possession of the ‘‘sick man’’ Turkey. Neither 
tema or Russia have, or can have, any favora- 
ble regacd for England, which is really the only 
strong government in Europe that is truly liberal 
and representative. 

The Worcester Spy remarks: The present war 
is something more than a strife between ambitious 
sovereigns. It involves the irrepressible struggle 
between absolutism and the tendency of Europe 
to political freedom. The French Emperor is act- 
ing in accordance with the sympathy of the 
French people. 

Louis Napoleon does not act in this case with- 
out ambitious purposes of hisown. He knows 
very well that his defence of Sardinia will give 
him a better hold on qn favor in England 
and France, as wellas Italy; and he doubtless 
hopes to make French influence paramount amorg 
the Italians. But his success will weaken the 
most benighted and obstinate despotism in Eur>;, 
and place Italian affairs in the hands of lib-<al 
men. It will give the liberal movement a great 
impulse, and do something to prepare Italy and 
Central Europe for a better condition in the 
future. 


ustria can consolidate 


THE STATEMENTS OF THE PARTIES. 

Tue Austrian Sratement. The manifesto of 
the Emperor of Austria represents that Sardinia 
has for a series of years, committed acts against 
the rights of his -crown,—against the integrity 
of the realm ‘‘placed by God under his care.’’ 
That more than ten years ago Sardinia entered 
the Lombardo Venetian territory, with the in- 
tention of acquiring it; that though beating 
them off he did not do more than make peace ; 
and that he was rewarded for his forbearance by 
an immediate continuation of enmity which in- 
creased from year to year, and perfidious agita- 
tion against the peace and welfare of his Lom- 
bardo-Venetian Kingdom; that he bore with 
these new hostilities, and at length accepted the 
mediation of friendly Powers, who recommended 
a Peace Congress to be composed of the five great 
powers. The recommendations of Great Britain 
as a basis fur the deliberations of the Congress 
were accepted by him, he only demanding as a 
condition that Sardinia should disarm. He adds: 

‘*Being pressed thereto by friendly Powers, I at 
length accepted the proposal for a general dis- 
armament. The mediation failed in consequence 
of the unacceptableness of the conditions on 
which Sardinia made her consent dependent. 
[The principal one was that Sardinia should be 
represented in the Congress.}] Only one means 
of maintaining peace remained. I addressed my- 
self to the Sardinian Government, and summoned 
it to place its army on a peace footing and to dis- 
arm the free corps. As Sardinia did not accede 
to my demand, the moment for deciding the mat- 
ter by an appeal to arms hasarrived. The sword 
which I have been forced to draw is sanctified, in 
asmuch as it is a defence for the honor and rights 
of all peoples and States, and for all that is held 
most dear by humanity. 

To you, my people, whose devotion to the 
hereditary reigning family may serve as a model 
for all the nations of the earth, [ now address 
myself.’ 

Sarprnia’s Statement. The proclamation of 
King Victor Emmanuel to his troops, embraces 
the following language : 

Austria, who is increasing her armies on our 
frontier, and threatens to invade our territories 
because here liberty reigns with order—because, 
not might, but concord and affection between the 
people and the Sovereign here: govern the State— 
because the groans of oppressed Ithly here find an 
echo—Austria dares to ask us, who are only 
armed in self-defence, to lay down our arms and 
submit to her clemency. 

That insulting demand received the reply it 
deserved. I rejected it with contempt. Soldiers, 
I tell it to you, convinced that you will take an 
insult to your King and your nation as an insult 
to yourselves. Theannouncement I make to you 
is the announcement of war! Soldiers, to arms! 


Tae Frenca Statement. The French Emperor 
says that Austria by ordering her army to enter 
Sardinia, violates treaties, and menaces the French 
frontiers. He adds : 


Austria has driven matters to such an extremi- 
ty that her dominion must either extend to the 
Alps, or Italy must be free to the shores of the 
Adriatic; for every corner of Italy which re- 
mains independent, endangers the power of Aus- 
tria. Hitherto moderation has been the rule of 
my conduct, but now energy becomes my first 
duty. 

France must now to arms, and resolutely tell 
er I wish not for conquest, but am deter- 
mined firmly to maintain my national and tradi- 
tional policy. I observe treaties, on condition 
that they are not violated against me. I respect 
territories, and the rights of neutral powers ; but 
[ boldly avow my sympathies with a people whose 
history is mingled with our own and who now 
groan under a foreign oppression. France has 
shown her hatred of anarchy. Her will was to 
give me power sufficiently strong to reduce into 
subjection abettors of disorder and incorrigible 
members of old factions who are incessantly seen 
concluding compacts with our enemies ; but she 
has not for that purpose abandoned her civilizing 
character. Her national allies have always been 
those who desire amelioration of the humau race, 
and when she draws the sword, it is not to govern 
but to free. n 
The object, then, of this war, is to restore Italy 
to herself—not to impose upon her a change of 
masters—and we shall then have upon our fron- 
tiers a friendly people who owe to us their inde- 
pendence. e do not enter Italy to foment dis- 
order, or to disturb the power of our holy father, 
whom we replaced upon his throne,—but to re- 
move from him this foreign pressure which bur- 
dens the whole peninsula, and to help establish 
order there, bi upon lawful satisfied interests. 
In fine, then, we enter the classic ground rendered 
illustrious by so many victories, to seek the fvot- 
steps of our fathers. 


STRENGTH OF THE COMBATANTS. 
France has a population of 36 millions, an ar- 
my of 600,000 the larger part on war footing. 
It is said that 200,000 can be marched into Italy 
in the first campaign. Her navy consists of 252 
sail vessels of 8106 guns, and 209 steam vessels of 
4,414 guns, 56,616 sailors and marines. Her 
debt is 1436 millions dollars, but her resources ex- 
ceed her expenditures. 

The Austrian empire, consists of the following 
provinces: Austria, Salzburgh, Styria, Carinthia» 
Carniola, Istria and Trieste, Tyrol, Bohemia, 
Moravia, Silesia, Galicia, Bukowina, Dalmatia, 
Lombardy, Venice, Hungary, Servia, Croatia, 





Transylvania. The population of these diverse 
nationalities amounts to 40 millions, of which 8 
millions are Germans, 15 Sclaves, 8 Romanos, 4 


700,000 on war footing. The navy consists of but 
one ship-of-the-line, (a screw steamer of 800 
horse and 81 guns) 3 steam frigates, one sail do; 


and 8707 men. 
condition. 
and her expenditures largely exceed her resources. 

Sardinia, to which France is an ally and whose 
quarrel she has espoused, contains a population of 


the navy numbered 29 ships (6 steam frigates, 4 
sail frigates, &c.), carrying 436 cannon. 





Pavt Morruy. This chess player returned 
from Europe in the Persia and is now in New 
York. His last feats in London were first to play 
eigh’ blindfold games simultaneously against as 
many players of which he won two and the other 
six were drawn ; and second to play five games 
simultaneously against five of the strongest play- 
ers in Europe, including Mr. Lowenthal, and Mr. 
Barnes. These games he played with his eyes 
open. He lost one, won two, and two were drawn. 
He was recently playing at New York, giving one 
of our strongest players a knight and beating him 
at that. A testimonial in the shape of a set of 
gold and silver chess men was about to be presented 
to him at last accounts. Mr. M. will soon visit 
Boston, where a public dinner has been tendered 
him, at which, it is said, the Hon. Edward Ever- 
ett, Jared Sparks, Oliver Wendell Holmes, and 
other distinguished citizens of the modern Athens 
will make addresses. 


Pixe’s Peak. St. Louis, May 18 The St. 
Joseph’s correspondent of the Democrat notices 
the arrival at that place of 100 Pike Peakers, who 
give deplorable accounts of mining prospects and 
the suffering on the Plains. It is estimated that 
20,000 men are now on their way thither almost 
all of whom are destitute of money and the ne- 
eessaries of life, and perfectly reckless. 

Desperate threats are made of burning Omaha, 
St. Josephs, Leavenworth and other towns, in 
consequence of the deceptions used to induce em- 
igration. 2000 men are reported 50 miles west of 
Omaha in a starving condition. 





Stam. The Washington correspondent of the 
Journal of Commerce states that the U. S. Con- 
sul at Bankok, in Siam, Mr. Matoon, who is 
now in Wushington, brings to the Government an 
interesting report concerning our commercial in- 
tercourse with that kingdom. The number of 
American vessels which took cargoes at that port 
in 1858, was fifty-four. They took rice, hides, 
and sapan wood. Most of these vessels sailed 
from Siam for Singapure, China, and San Francis- 
co. The Siamese have a commercial marine of 
their own, with foreign captains but native sailors. 
They have a regular packet steamer between 
Bankok and Singapore. The two Kingsand the 
Chief Ministers of State have steam yachts of their 
own, and under the exclusive management of na- 
tive Siamese. The two Kings both read and write 
English with fluency. 





Rariroap Companies LraBie ror Baccacs. The 
Willmington and Manchester Railroad Company 
have a rule that denies their liability for the loss 
of baggage to an amount over $100. A passen- 
ger recently sued them in the Court at Darling- 
ton, 8S. C., for $500, which he proved to be the 
value of his trunks and contents, and recovered 
thatsum. The Judge instructed the jury that 
a railroad company could not limit its own lia- 
bilities. 





Detictovs Dressinc ror Roast Fowts. Spread 

iecies of stale but tender wheaten bread libe ral- 
y with butter, and season rather high with salt 
and pepper, working them into the butter a little; 
then dip the bread in wine, and use it in as large 
pieces as is convenient to stuff the bird. The 
delicious flavor which the wine gives is very pen- 
etrating, and gives the fowl a rich gamey charac- 
ter which is very pleasant. We recommend this 
dressing, and testify to our personal high ap- 
preciation of its delicacy. 





Mortners. We wish to call the special atten- 
tion of mothers to a subject which we believe it 
deeply interests them and their children to know. 
We refer to thirty years experience of a female 
physician in the shape of Mrs. Winslow's Sooth- 
ing Syrup for children teething. 

Tens of thousands of children die yearly during 
the process of cutting teeth; and hundreds of thou- 
sand barely escape death, to pass a life of suffering, 
diseased in body and enfeebled in mind—all of 
which results from a disorganization of the sys- 
tem during the process of teething. Mrs Win- 
slow, in her profession, had an opportunity to wit- 
ness much of this suffering, and has prepared a 
medicine to meet the case—simple, yet perfectly 
effective and sure. Just he remedy needed. 

We know it acts like magic, giving almost in- 
stant relief to the little sufferer—having witnessed 
the most pleasing results from the use of it ina 
great number of cases. No discovery in medicine 
for the last hundred years will compare with it in 
its benefits to the race, in our opinion; and the 
name of one female physician, will be immortal-. 
ized by this medicine. 





Horse-nack Exercise. The stamina of consti- 
tution and vigor of body, so much euperior in 
former generations as compared with the present 
was owing in a great degree to exercise on horse- 
back. Years ago, it was almost the only means 
.of land transportation, save on foot, for carriages 
and pleasure-wagons have come in general use 
within the present century. Horse-back exercise 
for both sexes was general and common within 
the memory of many now living, as it is now in 
New England and other portions of our country, 
particularly the southern. It gives robustness 
to the body, vigor to the mind, freshness to the 
countenance, cheerfulness to the spirits, and 
health to the viscera. In internal diseases it is 
too much neglected. Dyspepsia, billious com- 
plaints, consumption, have increased in ratio 
proportionate to the neglect of the saddle and 
pillion. 





gar Cotton Mather often quoted the remark of 
a friend, that ‘there wasa gentleman named in 
the eighteenth chapter of the Actsof the Apostles 
to whom he was more indebted than toany other 
man in the world. This was the prudent ‘town 
clerk,’’ who earnestly advised the people to do noth- 
ing raschly. Onalloccasions of consequence, or of 
urgent haste, he would say, ‘Friends, let us first 
advise with the town clerk of Ephesus.’ ’’ 


A Hatr a Pint or Cuestnuts. Some r 
children in Shutesbury, in this county, last fall, 

ve Rev. Asa Bullard half a pint of chestnuts 
for the Massachusetts Sabbath School society. 
Mr. Bullard sold them at auction at a festival in 
Winchester for for $5. They were returned to 
him, and he has continued to sell them over till 
they have realized $36,50 anda part of them 
are still on hand for sale. The history of the 
chestnuts must be highly satisfactory to the 
children who gave them because they had no 
money.— Greenfield Gazette. 








Tavcut sy His Wirz. The Litchfield (Conn.) 
Enquirer of April 21 says : 

**We know a man in Western New York who 
could not write when he was married, but who 
was instructed by his wife so thoroughly that 
within five years after his marriage he was elect- 
ed High Sheriff of his county, and within ten 
years served four years in Congress, and is now 
one of the most prominent finacciers in the Em- 
pire State, president of a bank, and worth, prob- 
ably half a million of dollars.’ 





de Ville, Paris, in honor of the marriage of 


Prince Napoleon, was exceedin 


ling, of which £800 was for flowers and exotics. 
The famous Marble Court was lined with artifi- 
cial vines, bearing black and white fruits, and 
the bubbling fountains and profusion of fi 
flowers, showed the oft-enchanted palace with 4 
wer of magic never surpassed. The number of 


those invited are supposed to have attended. 





One of the sharpest firms we know of is that of 
Messrs. Files and Emery, Portland. The latter 
half of the firm particularly, is real grit.—Bath 
Times. 





There isa phrenologist at the South end who 
can tell the contents of a barrel by examining the 
head. He makes examinations with a gimlet.— 





Boston paper 


Machias, in a fit of 
Magyars, and 5 Italians. The army embraces|ing been accused 


wharf, one da 


ly brilliant. The|, 
decorations alone cost no less than £10,000 ster- | 659 


Bangor the i t 
tion of a revival of business in the lumber city. 


found in a ba 


LOCAL SUMMARY. 


—aAlice Palmer, a servant girl living at East 

re in consequence of hav- 
of stealing a five dollar gold 
ece from Mrs. Thomas Parsons, with whom she 
ad been living, jumped into the river from a 
last week, with the intention of 
rowning herself. Her crinoline, however, buoyed 


and smaller vessels, in all 135, carrying 852 guns) her up until a police officer arrived on the wharf 
Her finances are in a deplorable | and reached her a ‘pick-pole,’ with which she was 
Her debt is 1250 millions of dollars, drawn ashore and safely cared for.—Machias 


inion. 


—A large green chest containing the papers of 


brig Advance, of Addison Point, Capt. Plummer, 
, was picked up 13th inst., lat 37 48, lon 74 29, 
5,117,542. The army according to the war budg-| hy Capt. Hayman, of ech Lady Antrim, at Lewes, 
et of 1858, consisting of 47,915, rank and file,and| Del. Several pieces of wreck were seen at the 
same time, and it is presumed that the ve-sel had 
gone to pieces. The Advance was bound to Bos- 


ton from Philadelphia, with a cargo of coal. She 
was 161 tons, built in Thomaston in 1842. 


—The Lewiston Light Infantry had their annu- 
al target practice on Wednesday of last week. 
The prizes were, a silver cake basket for the best, 
and a leather medal for the poorest shots. James 
Wight claimed the basket, and the medal was du- 
ly presented to the commanding officer. Capt. 
ackson is an excellent hand with the sword, if 
he did for once make poor work with the musket. 


—W>m. Smith O’Brien, arrived in Portland the 
14th, and took lodgings at the United States Ho- 
tel. His Irish fellow citizens ‘assembled in the 
evening and with the aid of the Portland Band 
gave him a serenade which drew forth an inter- 
esting specch. On Monday the city government 
and members of the press called upon him. 


—The Republicans are to meet in Convention 
at Portland July 7th, to nominate a candidate for 
Governor. The Democrats are to meet in Con- 
vention at Bangor on 30th of June to nominate a 
candidate for Governor and to choose four deli- 
gates to attend the National Convention at 
Charleston. 


—The salary of the Mayor of Portland for the 
current year has been fixed by the City Council 
at $1600—one hundred more than the Governor 
of the State receives. The City Marshal gets 
$1100, he providing horse and carriage for the 
use of his office. 


—In Portland, on the lith, a little son of Mr. 
Nath’! S. Grant, aged two years, was found dead 
with his face buried in a barrel sunk in the yard 
and filled with slops. He probably fell across the 
chime of the barrel, and was unable to extricate 
himself. 


—We are informed that Hon. Reuel Washburn, 
Judge of Probate for this county, has signified his 
intention to resign this office in July. Weregret 
to learn that Judge Washburn has decided upon 
this course, for he is an officer whom we can ill 
afford to lose. —Lewiston Journal. 


—Mr. Mitchell, the attentive and accomplished 
conductor on the Somerset and Kennebec Railroad, 
whose arm was broken by an accident to the road 
a few weeks since, is again at his post on the 
train, as obliging and genial as ever, to the grat- 
ification of his numerous friends. —Journal. 


—A young man named Michael Burns, one of 
the employees at the Stanley House some days 
since fell from a window in the second story of 
the house, striking upon the stone side-walk, and 
breaking both his legs. He is now as comfortable 
as could be expected under the circumstances. 


—The Bath Times learns that a fugitive slave 
recently came to that city in a vessel from Balti- 
more. He succeeded, by the aid of the foremast 
hands, in escaping the ey2s of the captain and 
mates, and got ashore in the night, making tracks 
for Queen Victoria’s dominions, shunning public 
conveyances. 


—A. H. Small, Esq., Cashier of Lewiston Falls 
Bank, wasseriously injured by being thrown from 
a carriage on Monday evening, says the Lewiston 
Falls Journal. He was taken up senseless, and 
carried into a house near by where he remained 
during the night. We have not learned any 
further particulars. 


—A parish, or town clock has recently been 
laced in the Unitarian Meeting House in Kenne- 
ey by Capt. Wm. Lord, Jr., at an expense of 
$500 and upwards. It is not long since the same 
gentleman presented the Society with an organ 
which cost more than $1500. 


—Five thousand shad were shipped from Bath 
for New York, in one day, last week, also twenty- 
two handsome salmon. The shad sell at Bath for 
7 1-2 cents each. The Bath Times says about 
the same quantities are sent by each semi-weekly 
boat. 


—John T. Wallace obtained a verdict of $1200 
in the Supreme Court at Machias last week, for 
injuries received by being thrown from his wagon 
on a defective highway in the town of Columbia, 
on the 23d of April, 1857. 


The man who plants a tree little knows what he 
is conferring on posterity—especially if it is a 
birch tree.—Bangor Whig. 

Yew-thful reader, do you twig ?— Gardiner 
Pearl. 


—The trains on the river route and back route 
commenced connecting at Kendall’s Mills, 6th 
inst., and will continue to connect regularly in 
future. Passengers from Portland to Bangor can 
therefore go either by way of Augusta or Lewis- 
ton. 


—On the 16th of May, David Neale, Esq., of 
Litchfield, while on his way homeward from Gar- 
diner with a loaded ox-team, fell from his seat 
on the drafts and was killed instantly by being 
run over. 


—The inhabitants of West Bethel were some- 
what surprised on arising on the morning of the 
10th inst., to see the surrounding hills covered 
with snow, when the day preceding was so hot and 
sultry. 


—The hotel at the ‘‘Togus’’ Mineral Springs, 
situated about five miles from this city, is to be 
opened on the 20th of June. Meantime, the 
Gardiner people are proposing a plank road from 
the Springs to their city, by a new and shorter 
route. 

—At a recent session of the S. J. Court at Bel- 
fast, Wm. Atkins, Wm. Haskell, and John San- 
born were sentenced to State Prison for burglary, 
and Francis Glidden for larceny. 


—At the late term at Machias, Jacob Seeley 
was sentenced for seven years for burning a saw- 
mill at Dennysville, and Joseph S. Floyd, Jr., to 
five years, for store breaking. 


—Some Brunswick students having been recent- 
ly guilty of poisoning cows, the Gardiner Rural 
calls them *‘cow-boys,’’ and recommends the ap- 
plication of cowhide to the cowards. 


—Mariners take notice that the Upper Gang- 
way buoy, in the Muscle Ridge Channel, bas 
broken from its moorings, and gone adrift. A 
buoy will be placed to mark the danger as soon as 
possible. 

—Counterfeit $20 bills on the People’s Bank, 
Waterville, and on the Cobbossee Conte Bank, 
Gardiner, are in circulation—perhaps those of 
other denominations and banks also. 

—The City Marshal of Rockland, on Monday 
16th, seized liquors at various places in that = 
to the amount of $7000. About $2000 wort 
were taken from the Commercial House. 

—Mr. Bryant Babb, lumberman, was drowned 
at Pine Stream Falls, on the West Branch, May 
14th. 

—Mrs. James Berns of Waldobéro’, hung her- 


self on Thursday, and Mr. Isaac Whitney of 
Standish, hung herself on the same day. 


—George H. Freeman, M. D., has been up- 


pee Post Master at Presque Isle, vice Zebu- 


on Rowe, Esq., resigned. 
—Ship Thirty One States, of Camden, at New 


York from Liverpool, lost foretopmust, fore and 
Wuo Pays ror 17? The late ball at the Hotel | @aintopgallant mast, had sails split, &., 


—White, Conner, & Co,, Belfast, are building 
ship of 1200 tons, one of 850, anda bark of 


—Augustine Haines, Esq., of Biddeford, has 


been appointed a member of the Board of Visitors 
to the Military Academy at West Point. 


—The Portland Court House, which was erect- 


ed in 1816, is soon to be removed to give place to 
invitations extended to 10,000, and nearly all | the new building. 


—Six thousand skunk skins have been sent from 
past year. This is a strong indica- 


—A child's right hand, in a petrified state, was 
of lime at Newport last week. 


—The town of Maysville, Aroostook county 
ncorporated last winter, organized on 9th inst. 


The Brunswick Telegraph gives, in proof that 


a hen is immortal, that ‘‘her son never sets !’’ 
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GENERAL _ SUMMARY. 


—Silliman’s Journal states that the bequest of 
Henry L. Ellsworth to Yale College, amounting, 
it is estimated, to $200,000 or $300,000, is ap- 
propriated by the will to scholarships, and is, 
therefore, rather given to the public than the 
College itself. The will is to be contested, and 
the issue is doubtful. If sustained, the College 
will receive from it only tuition fees, and these 
meet but little more than half the expense of in- 
struction. 


—The trotting match between Ethan Allen and 
mate, and the Bashuw gelding Lantern and mate 
took place on the Union Course yesterday after- 
noon, and resulted in favor of Ethan Allen, who 
won the second, third and fifth heats—the first 
and fourth were dead heats. The time made was 
2:244—2:274—2:40—2:35—235. After the first 
heat rain began to affect the track materially, and 
after the second it became very wet and slippery. 
Each horse was harnessed to a running mate. 
The time is declared to be the best on record. 


—The New York Shipping List says of freight: 
There are no new features to notice in any di- 
rection—rates generally remain low, and for the 
most unremunerative. To the Continent the busi- 
ness is still restricted, and foreign vessels bound 
home accept cargoes at low figures.’’ 


—The Savannah Republican says 1344 tons of 
guano have been transported to the interior of 
that State, over the railroads for the four months 
ending 3lst March, and that the older portions of 
Georgia are more thrifty and productive at this 
time than they were twenty years ago. 


—Mr. Dallas, our Minister at London, has in- 
formed the State Department that the British 
government disapproves of the treaty recently 
negotiated by Sir Wm. Gore Ouseley with Nicar- 
agua, and that Sir William has been directed to 
return to Nicaragua and conclude a treaty in ac- 
cordance with his instructions. 


—In searching the house of Bishop Johnson, 
charged with murder, at Salt Lake, Utah, the 
United States officials were not able to discover 
the Bishop, but found therein his ten wives. 
Four of these wives are sisters, and the Bishop's 
o vn nieces, and he has, besides these, two sisters 
out of one family, and also a mother and her 
daughter. 


—Havana papers report that two cargoes of 
African slaves were landed recently on the east- 
ern coast of the island, supposed to be the two 
propellers reported off the island a few days pre- 
viously, and which were supposed to be filled with 
fillibusters. 


—Advices from Venezula represent that the 
revolutionary movements there would, in all 
probability, be shortly suppressed by the vigor- 
ous action of the Government forces. Several 
revolutionary leaders had already been arrested 
and their partizans dispersed 


—Nathaniel Eddy, in a suit against the Nor- 
wich and Worcester Railroad Company, recover- 
ed $1500 for the value of house and furniture 
destroyed by fireabout a year and a half ago, al- 
leged to have been caused by sparks from the lo- 
comotive. 


—The Southern Pacific Railroad Convention 
adopted resolutions May 18, approving of the 
compromise and the new policy, recommending 
the stockholders to make a loan and pay the in- 
=— by the 10th of June or forfeit their 
stock. 


—Barque Martha W. Babbidge, of Bangor, 
has not been heard from since Dec. 18, when she 
was to have left Constantinople for England. The 
M. W. Babbidge was a fine barque of 375 tons, 
commanded by Capt. Thos. O. Blaisdell, of North 
Bucksport. 


—It is said that the Chinese have discoverd 
that coating ships’ bottoms with Gambia pro- 
tects them effectually against worms, and dis- 
penses with the need of copper. It is estimated 
that $50 would coat the bottom of a large ship; 
and it is said to harden and preserve the wood. 


—Politeness goes a great ways. Henry Ward 
Beecher says, ‘tan impudent clerk can do almost 
as much injury to his store as the neglect of the 
proprietor to advertise his goods.’’ Two undoubt- 
ed and signficant facts, which every one interest- 
ed will please bear in mind. 


—-Philadelphians will be obliged this summer 
to reply on the Boston market for their ice, the 
supply (1000 tons) cut from the Schuylkill river 
having been exhausted long ago. Already many 
cargoes have been sent there, the vessels return- 
ing with coal freight. 


—A desperate attempt was made on Wednes- 
day night to rob the mails on the New York & 
Erie night express train, May 21, by stupefying 
the agent with chloroform. The robber escaped 
at the time, but was arrested at Jersey City. 
His name is Edward Jackson. 


An editor says his attention was first drawn to 
matrimony by the skillful manner in which a pret- 
ty girl handled a broom. A brother editor says 
the manner in which his wife handles a broom is 
not so very pleasant. 


There is difficulty in the German Diet. Aus- 
tria should pause before pitehing into those Sar- 
dines. If Hungary should rise, she may have oth- 
er fish to fry. 


—A new slogoon, or temporal emperor, has 
lately been crowned at Japan, in place of that 
emperor whose suicide followed the conclusion of 
Lord's Elgin’s treaty. Thc new emperor is only 
fifteen years old. 


—tHlenry Grinnell of New York, has been elec- 
ted an honorary member of the Imperial Geo- 
graphical Society of Vienna, in honor of his lib- 
eral contributions towards the scientific explora- 
tions in the Arctic regions. 


—John Appleton is reported as having resigned 
his place as assistant Secertary of State and E. 
G. Squier, and Dr. Mackay, the latter a present 
official in the State Department, are spoken of as 
likely to succeed him. 


—The New York Courier says that the chan- 
nel in the East River is rapidly closing, and 
where five years ago vessels of any draft could 
safely pass, now those of ordinary draft find bot- 
tom. 

Mrs. Partington desires to know why the cap- 
tain of a vessel can’t keepa memorandum of the 
weight of his anchor, instead of weighing it every 
time he leaves port ? 


—The elections in Nova Scotia resulted in the 
defeat of the Catholic or conservative party. 
The liberals will have probably a majority of 
nine in Parliament. 


—Destructive fires have been raging in the 
ae of New Jersey. William Braddock of Bur- 
ington county loses $10,000, and other parties 
suffered largely in consequence. 


—An editor at the South says, we have had a 
great many trials of reapers and mowers, but we 
never before heard of anything like the trial of 
Sickles. 

—Mr. Thomes Ball of Boston, isto make an 
equestrain statue of Washington, of bronze, to 
be placed in Boston Common, It is to cost $15,- 
000 ; the money to be raised bya fair in October. 


—A letter from the Rev. Theodore Parker rep- 
resents him as improvingin health. He expected 
soon to leave Santa Cruz in an English steamer, 
for Southampton, England. 


—A New Orleans letter says the news from 
agricultural districts is very favorable. The cane 


rice and corn are most beautiful, and very for- 
ward for the season. 


—A fatal disease is committing great ravages 
among the hogs in Langamon county, Illinois. 
One man lost one hundred nine in less than twen- 
ty-four hourse 

—A number of the leading hatters of New 
Orleans, have signed a mutual agreement to close 
their stores hereafter on the Sabbath. 


—Our Government are said to contemplate a 
material increase of our naval force in commiss- 
ion. 

—The people of the southern part of Nebraska 


are agitating the annexation of that part of their 
territory to Kansas. 


— A colony numbering nearly a thousand Nor- 
wegians and Swedes are removing from Illinois 
into Minnesota. 

—The returns of the March vote in New 
Hampshire for rail road commissioner give the 
republicans 36,000 votes, democrats 32,853. 


—The right pronunciation of the name, Ticino, 
which occupies such a prominent position just 
now, is Teecheeno. 


—Counterfeit one hundred dollar bills on the 
Brighton Market Bank have just made their ap- 
pearance in Boston. ’ 


—There was a shock of an 


23, in Olympia, Washington Tersitesy 


Territory. 














FOREIGN NEWS. 


The arrival of the Canada brings Liverpool intelligence 
to the 7th May. 


Tutelligence of a battle was eagerly expected, but noth- 

“~ of moment had occurred. 
he Austrians crossed the Po near Cambio, and ad- 
vanced towards Sala. 

They also made an unsuccessful effort to cross near 
Trassinetto, The Sardinian official Bulletin says of the 
latter that it commenced on the 3d, with a cannonade 
that lasted fifteen hours, which was recommenced on the 
afternoon of the 4th, and lasted the remainder of the 
day. The Piedmontese had only a few wounded, whilst 
the Austrians experienced much loss. 

The Austrians commenced a cannonade from the di- 
rection of Valenza on the 3d, without effect. 

A letter from Genoa says that all the Austrian vessels 
there had been seized by the Sardinians. 

Within a fortnight it was expected that the French 
army io Sardinia would be 100,000 strong. 

Turis, May 6. The Austrians have increased their 
forces at Vercelli, and have constructed their defensive 
works. They have also occupied Trino and Pobietto. 
Their vanguard is at Tronzano. During last night they 
withdrew from Tortona. Yesterday they burnt seven 
arches of the bridge over the Scrivia, at Placenza. They 
have ordered the demolition of all houses erected upon 
the fortifications. 

A Hamburgh dispatch givesa report that England 
had officially notified that she will not be able to pro- 
tect commercial vessels in case war occurs between Ger- 
many any France. 

The tardiness of the Austrians in making an attack 
created much surprise, and was variously speculated 
upon. The London Times thinks they have thrown 
away the opportunity which they at first possessed. 
Their inaction is probably accounted for by the arti- 
ficial inundations caused by the Sardinians, aided by 
heavy rains, which obliged their troops in some places to 
recross the river Po. 

The Globe’s Paris correspondent speaks of an auto- 
graph letter from Victoria to Napoleon, expressing con- 
fidence in the strict honor of the latter and that he 
would not go a step farther than he assured the Queen 
some months back. 

Considerable portion of the French arrtillery had not 
been able to cross the Alps, the passes being blocked 
with snow. The sufferings ot the French troops in 
crossing are said to have been terribly severe. 

It is reported the Prince Napoleon is to command a 
corps of 25,000 men, to be employed on the shores of the 
Adriatic. 

The furin correspondent of the Daily News positively 
asserts that France is about to mobilize between 700,000 
and 800,000 men, and that the French army on the 
Rhine will amount to 500,000, as the Emperor does not 
believe that Germany will remain quiet. ‘The same cor- 
respondent also asserts thaton the day the Ewperor 
quits Paris he will address a solemn manifesto to Europe, 
espousing the cause of Nationalities. 

The Austrian Ambassador, before quitting Paris, con- 
fided the protection of Austrian subjects to the Dutch 
Ambassador. 

The London Herald’s Paris correspondent says it was 
whispered that immediately after the Emperor’s depart- 
ure, Paris would be placed under martial law. 

The French Government is said to be engaged in en- 
deavoring to secure the neutrality of Prussia, and have 
promised, on their side, not to form an Army of Obser- 
vation on the Rhine, and that the war shall be circum- 
scribed to Italy. 

French subjects in Austria have been placed under the 
protection of the Spanish Minister. 

An Austrian Corps of Observation is to be posted near 
Cracow, to watch the Russians, who were gathering on 
the Austrian frontier. 

The Emperor of Austria was preparing to take chief 
command with Gen. Hess. 

The citizens of Milan have been ordered to deliver up 
all arms in their possession. 

The Russian Consul at Venice had undertaken the 
protection of Sardinian subjects. 

The Prince Archbishop of Vienna has issued a pas- 
toral letter, attacking the crimes of Piedmont, and the 
ambition of Napoleon. 

A counter revolution by the troops had taken place at 
Parma, in favor of the Ducal Government. ‘The re- 
gency by the Ministers was re-established without a 
mission, and the reiguing Duchess re-entered Parma. 


Vrenna, May 6. Gen. Gyulai reports as follows: 
Wednesday we made domonstrations near Candia and 
Trassanetto. Our side had twenty wounded. Near Comale 
we have thrown a bridge over the Po. Have crossed 
the river, and fortified the head of the bridge. 


Great Britain. Parliamentary elections are nearly 
concluded. Tho Times estimates the ministerial gain at 
15, and the Herald states it at 25. 

The great race for the Chester Cup was won by Leam- 
ington. Ten Broeck’s was fourth. Thirty-three horses 
ran. 

Dr. Lardner is dead. 

The Prince of Wales embarked on a British man-of- 
war at Civita Vecchia, for Gibraltar. 

Considerable animation is observed in the Naval de- 
partments of England. Additional vessels were being 
placed in commission, and recruiting actively going 
forward. 

The London Times continues to assert its belief in the 
alliance between France and Russia. and argues that 
Russia would not have gone so far as she has without a 
previous understanding with France. 


Lonpon, Saturday. The papers this morning contain 
nothing important from Italy. At the latest dates the 
Austrians appeared to be retreating, but nothing is 
known as to the object of their maneuvers. 

It is confidently reported in military circles that the 
Ministers intend tocall out the whole of the militia, 
and add fifty new battalions to the line. 


Rome, May 5. Rome is most tranquil. 
troops are not to leave. 

Six thousand Austrians have arrived at Ancona since 
the 30th, with provisions for six moaths. 

The Bank of England on the 5th further advanced the 
rate of discount 1 per cent., making the minimum 4}. 


Prussta. Inthe Chamber of Deputies the Foreign 
Minister made a statement of the political affairs. He 
said: Prussia was, without deviation, pursuing the ob- 
jects of watching over the safety of Germany, the se- 
curity of national interests, and the maintenance of the 
balance of power in Europe. With that object the army 
has been placed on a war footing, ready to march. The 
Finance Minister then moved the temporary addition 
for one year ef 4,000,000 thalers to the income tax, the 
glass tax, and the taxes on meat and corn. 

The addition is to be further increased by twenty- 
five per cent., in case mobilization of the army becomes 
necessary. 


Tae Russtan AND Frencn ALuIANcE. The Russian 
official4ournal of St. Petersburg contains the following: 

“We are authorizad to declare in the most positive 
manner that there exists no treaty of alliance, offen- 
sive or defensive, between Russia and any other power 
whatever. Ata moment when all Europe is making 
maritime or military armaments on a large scale, the 
Emperor was obliged to provide, by means of political 
prudence, for any emergencies. 

His Majesty retains, in the present conjuncture, en- 
tire liberty of action, and we hardly need add he is 
animated only by a sentiment of dignity for his crown 
and the interests of his country.” 

Turkey. The Times’ Vienna correspondent says: 
We are on the eve of a general rising in European Tur- 
key. ‘The political agitation in the Southern provinces 
is exceedingly great. 

The Porte has about 120,000 men concentrated at 
Shumla, Sophia, &c., and Omar Pacha was coming rapidly 
from Baded, The writer thinks the Russo-French 
plan for the dismemberment of Turkey isa good one, 
and that in all probability the days of the Mussulman 
in Europe are numbered. 


Inp1A. The Bombay mailof April 11 reached London 
on the 7th, too late for American letters to come by the 
Canada. 

A large body of rebels under Tanta Topee, Rae Shib 
and Feroze Shah, bad been overtaken, and 500 killed, 
in the Seronge jungles. 

Maun Singh had surrendered to Major Reed, anda 
dispatch from Mahomedna of April 8 says that on the 
previous night Tantia Topee was captured by Col. Mead’s 
detachment with the assistance of Maun Singh. 


LATEST! 
Advices from Liverpool, to 11th inst., have been re- 
ceived by the steamship City of Baltimore, from Queens- 
town 12th. 


No battle-has taken place as yet, and the movements 
of the Austrian forces were inexplicable, but it was 
generally believed they were awaiting more favorable 
weather for the commencement of hostilities. The Aus- 
trins apparently exhibited much indecision. They kept 
occupying places and abondoning them, and no material 
change in the aspect of affairs has taken place since the 
departure of the Canada. Heavy rains had prevailed, 
and continued to fall. A bulletin from Vienna explains 
that the Austrians had taken up a position between the 
Po and Sesia rivers, to await better weather before re- 
suming the offensive. 

The latest Turin dispatch says that the Austrians were 
re-crossing the Sesiain haste, and were suffering severely 
from sickness. 

The Emperor and Prince Napoleon left Paris on the 
10th, and the Empress Eugenia is proclaimed Regeat 
duri: g their absence. 

It is said in Paris that the Emperor expects: to be in 
Milan by the end of May or beginning of June. 

The Austrians expect soon to have three quarters of a 
million men under arms. 

The French force at Rome is to be increased and placed 
on a war footing. 

The Sardinian General De La Marmora has made the 
river Dora his strategetical line. 

Gen. Canrobert is said to be directing the operations of 
the allies, from Alessandria. 

New York, May 21. Steamer Vanderbilt, from South- 
ampton 11th, has arrived. Her news is mainly antici- 
pated by the City of Baltimore. 

A Turin despatch of the 29th, says the Austrians have 
advanced from Verceilli towards Buronzo and Salluzola. 
They continue to fortify themselves on both banks of the 
Sesia and at San Germano. 

The Austrians threw out reconnoitering parties which 
advanced as far as the head of the bridge of Casale, but 
being attacked by the soldiers, they withdrew. 

The Le Nord and the Independance Belge, contain the 
following: Gen. Garibaldi, combining his movements 
with those of Gen. Ciallim, has attacked the Austrians 
at Vercelli, beating them completely and bringing off 
300 prisoners. 

Turin, 9th. The Bulletin announces that the enemy, 
to the number of 2000, after ocoupying the field for a 
short time, then withdrew. 

The Austrian reconnoitering parties had advanced to 
; ty but seeing the preparations for a defence with- 

we 

Vienna, 10th. Official Bulletin. 
have destroyed the 


The French 


The Austrian troops 
Railway bridge at Vallenza. 





Among the candidates for the bishopric of New 
semeys are Rev. Mesers. Littlejohn and John 
igg. : “ 
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AUGUSTA PRICES CURRENT. 
CORRECTED WEEKLY. 





7 50 to 10 00/Round Hi . $8 00 to 900 
Corn ‘Meal, 12} to 126 /Clear Salt Pork, 1000 to 12 40 
Rye Meal, 1265 to 010) Mutton, 4to 6 
Wheat, 140t6 1 50/Turkey,s 12t0 10 
Rye, 100to 1 10)Chickens, 8to 10 
Corn, 105to 110 i Tto 8 
Beans, *100to 1 50/Clover Seed, lito 16 
Oats, 50to 55) Herdsgrass, 275to 300 
Poto 25to  50/Red Top, 83 to 100 
Dried ples, 8 to 9) Hay, 13 00 to 15 00 
Cooking “ 83to 40)/Lime,.— 80to 85 
Winter “ 15 to 1.00|Pleece Wool, 82to 34 
Butter, 18 to 20) Pulled Wool, “B82to 85 
Cheese, 8 to 10 Ski 50 to 100 
Eggs, 12to 13/Hides, 6to 6} 
Lard, 13 16 


Farmers and others must remember that the prices of many 
articles in the above list fluctuate somewhat nearly every day— 
in proportion to their abundance or scarcity in the market, and 
S ae can only give the prices or Tuesday, due allowance must 

c. 


BRIGHTON MARKET....May 19. 


At market, 850 Beeves, 90 Stores, 1100 Sheep; 2500 Swine. 

Paices—Beef Cattie.—Extra, $9 ©) @9 75; first quality, 
$8 50 @ $0 00; second, $7 00 @ $0 00; third, $600 @ $0 00. 

Working Oxen.—$135, $140, $160, $175. 

Milch Cows.—$39 @ $45; common, $21 @ $22. 

Veal Calves.—$3 00 @ $5 00. 

Yearlings.—Noue, two yrs. old $24 @ $23; three yrs. old 

@ 38. 


Hides.—Tc @ 8ic ¥ th. Calf Skins.—13 @ lic ¥ th. 
Sheep and Lambs.—$1 15 @ $2 00; extra $3 00 @ $5. 
Peits.—$1 50 @ $1 87 each. 

Swine.—Stores, wholesale, 6 @ 6}c for sows ; barrows 7 @ 7}; 
Pigs, retail, 7 @ 10c. 

Beeves are sold by the head, at prices equal to the value per 
pound of the estimated weight of beef in the quarter, together 
with the fifth quarter, or the hide and tallow, at the same price, 
at a shrinkage from live weight agreed on by the parties—vary- 
ing from 28 to 34 per cent. 

Total number of Stock Cars over the different roads, 196. 


BOSTON MARKET....May 21. 

Fiovr.—Sales of common brands Western, at $6 50 @ $7 00 
fancy brands at $7 25 @ $7 75; extras $8 00 @ $8 25, and fam- 
ily and superior at $8 25 @ 10 50 ¥ bbi. 

Corn—Yellow, $105 @ w0c ¥ bush., white $1 02 @ $1 03c. 

Qats—Northern and Canada, in demand at 65 @ 00c. ¥ bush. 

Ryre—$1 05 # bush. 

Har—Kastern firm at $18 00 @ $19 00 4% ton, cash. 


NEW YORK MAREBT...May 21. 


Flour—State and Western 15 a 25c¢ better than yes- 
terday; superfine State 5,75 a 6,90; extra State 7,10 a 
7,50; round hoop Ohio 7,50 a 7,75; Southern fancy and 
extra 8,00 a 9,75; Canada extra 7,25 a 8,50. 

Wheat advanced 3 to 5c. Corn 1 a2 better. 

Sugars quiet. 

Coughs, Colds and Consumption. 


The late Rev. Dr. Leonard Woops, Abbott Professor, of Theo- 
logy in Andover, Mass., wrote :— 

“Gentlemen :—From a long use of the VeceTaBLe PuLMona- 
RY Basa io my family circle, and among theological students, 
I regard it as a safe and efficacious medicine.” 

Also Rev Dr. Lyman Beecner, New York, (late of Boston,) 
formerly President Lane Theological Seminary, Vhio,— 

“Gentlemen :—I have used the Vegetable Pulmonary Balsam 
myself with benefit, in Catarrhal Coughs and Colds, and have 
known it to be used with good effect in the early stages of Pul- 
monary Atfections in families around me.” 

Owing to an unprecedented sale and popularity of over THIRTY 
years’ standing, there are many counterfeits and imitations, 
against which the public are cautioned. 

Enquire for the article by its whole name, “VEGETABLE 
PULMONARY BALSAM.” 

Prepared only by REED, CUTLER & CO., druggists, 33 India 
St. Boston, Mass., and so'd by Apothecaries and Country Mer- 
chants generally. Price, large size, $1; small size 50 cents. 

a e4wim7 














HUMORS OF THE HUMAN SYSTEM. 

It is well known that the juices of the body are governed by 
natural laws such as regulate the vegetable life in the change cf 
seasons. 

In winter they are congealed, or in common parlance the “sap 
is down,” the pores are closed and our whole body is hard and 
firm, and an accu nulation of impurities takes place in eur sys- 
tem. 

The genial influences of Spring cause an expansion of all liv- 
ing matter, the sap rises in vegetable life, also the juices of our 
bodies are given out and erter into the common circulation. 

This is a law to which every human being is subject, and the 
neglect of it has caused a whole summer of misery. 

Now is the time to apply a remedy that cleanses and searches 
every fibre and pore. and eradicates every particle and sediment 
of humor that has lain stagnant during the winter. 

Kennedy’s Medical Discovery 1s v ell known to our readers as 
the greatest and best Blood Purifier the world has ever produced. 

We advise each and all of our readers to use one bottle of it 
this Spring. We say one bottle, for that will cleanse the impuri- 
ties of one season and prepare the system for the changes of the 
next. 

Where the disease has fastened itself and become settled in 
the system, larger quantities are required. . 

For Scrofula, Erysipelas, Salt Rheum, Scald Head, White 
Scales, Shingles, Pushes, Ulcerated Sore Legs, Humor in the Eyes, 
Running of the Ears from Scarlet Fever or Measles, the Medical 
Discovery can be relied upon to effect a perfect cure. 6w22 





From the Press, 

Mr. John Jackson, publisher of the Calais Advertiser, writes : 
I know it to be all itis recommended ; Laving used it in my fam- 
ily for six or seven years. 

Every mother and house keeper must often act as a family 
physician in the numerous illnesses and accidents that occur 
among children and servants. For many of these cases, Davis’s 
Pain Kille., is an indispensable article. In diarrhea it has been 
used and effected cures. For cuts and bruises it is invaluable. 








—N. Y. Examiner. 
Perry Davis’s Paty Kituer. This dicine has b an 
article of commerce—a thing no licine ever b before. 


Pain Killer is as much an item in every bale of goods sent to 
country merchants, as Tea, Coffee or Sugar. This fact speaks 
volumes in its favor.—Glens Falls Messenger. 

Davis’s VeGeTaBLe Pain Kitten. Notwithstanding the 
many imitations of this article, and many other medicin:s in the 
murket pretending to answer the same purpose, yet the sale of 
Perry Davis’ Vegetable Pain Killer is more than the whole of 
them put together. It is one of the few articles that are just what 
they pretend to be. Try it —Brunswick Teleyraph. 


MARRIED. 


In Farmington, 16th inst., by J. B. Morrison, Esq., Jonas 
Greene, of Wi ton, to Sarah Morrison. 

In Appleton, Robert B. Davis tq Elizabeth H. Seavey, of 
Cushing 

In Brownville, L, Berry to Elizabeth F. Howard. 

In Conway, N. H., I. 8. Hamblen principal of Waterville 
Academy, to 8. E. Thompson. 

In Dover, Israel Sawyer, of Alton, to Mrs. Emily L. Smith. 

In Exeter, Israel L. Rollins, of Garland, to Etlen E. Berry. 

In Friendship, Peter Cush to Irena Burns, both of Wal- 
doboro’. 
In Harrington, Capt. Reuben Perry to Martha Evans. 
Ia Hodgdon, James O’Brien to Sarah Scott, both of Houlton. 
In Kennebunk, Jemes M. Stone, Esq., to Lucy W. Titcomb. 
In Litchfield, Eugene H. Pullen, of Wioturop, to Louise Gil- 
bert, of Gardiner. 
In Monroe, K. H. Ellingwood, of Frankfort, to Priscilla Mitch- 
ell. 
In Pembroke, Geo. E, Williams to Hannah McGlauflin. 
In San Francisco, Cal., Dr. David Burbank, formerly of Water- 
ville, to Clara A. Kauffer. 

In Searsport, Jeremiah Llisley, of Portland, to Mary C. Hav- 
ner of Belfast. 

In Waterville, 17th inst., by Rev. W. Tilley, Sewall M. Wood- 
cock to Esther M. Brackett, both of Sidney. 


DIED. 


In Albany, 21st ult., Samuel Brown, 67, 

In Fayette, 12th inst., Levi French, aged 64. 

In Sidney, 12th inst., Almira, wife of Edmund Hayward aged 
58 years 7 ms. 

In North Vassalboro’, March 14, Mrs. Lydia M. wife of Harri- 
son Handy, 20. Eastern papers please copy. 

In Sangerville, April 23.1, Millard F., son of Nathaniel and 
Philenda R. Percival, aged 7 yrs. 

In the city of Philadelphia, 11th inst., O. I. Partridge, aged 
53 yrs. His remains have been brought to this city, the place 
of his nativity, for interment. 

In Winthrop, 10th inst., Lydia W., wife of Columbus Fair- 
banks, 62. 

In East Readfield, 25th inst., of scarlet fever, Julia A., daugh- 
ter o° Joseph A., and Lucy Anno Sanborn, aged 9 yrs., 10 mos. 

In Belgrade, 22: ult., Nancy a Morrill, 23. 

In Berwick, 10th inst., Edmund Drew, 67. 

In Bioomfield, 10th inst., Capt. Seth Wyman, 73. 

In Bucksport, 20th ult., Mr. Furbush, 59. 

In Casco, 17th ult., Thomas Webb, 57 ; 21st ult., Maj. Daniel 
Mayberry, 86. 

In Cornish, 18th ult., Mrs. Mary Ann, wife of Alpheus Trafton. 

In Denmark, 21st ult., Sarah Ingalls, 80. 

In Dennysville, 12th, Mrs. Sarah, wife of Thomas McCerly, 25. 

In Eastport, 15th inst., Mrs. Mary Murphy, 84 

In Edgecomb, 12th inst., Mrs. Elizabeth, wife of Jos. Emerson, 




















oy Th. 
In Cray, 25th ult., Victoria, daughter of Capt. Benj. Smith, 17. 
In Holden, 4th ult., Jonathan Blake, Esq , 69 
In Letter B., 27th ult., Mary, wife of Archibald Flewelling, 24. 
In Millbridge, 9th, Alvin Fickett, 52; 10th Capt, W. Ray, 55. 
In Naples, 11th inst., Dr. Joshua Leavitt, formerly of Portiand . 
In Pembroke, 8th stephen Townsend, 6t, e 
In Perry, 5th inst., Thomas Hibbard, 76. 
In Pittston, 11th inst., Emma, daughter of Daniel and Mary 
L. Brookings, 21. 
In St. Albans, 6th inst., Eliza, wife of David M. Rowe, 21. 
In Waterville, 20d inst., Jonathan Haywood, Esq., 82. 
In Windham, 15th inst., Nellie M., only daughter of Samuel 
Waterhouse, 15. 
In West Gouldsboro’, 2d inst., Mrs. Eunice B. Shaw, wife of 
Nathan Shaw, Esq., 63. 
SLL ITE IE TELS SEITE IE EE EEA LIE LITE) 
Cool Soda Water, , 
WITH A VARIETY OF CHOICE AND PURE SYRUPS. 


HOSE in want of a wholesome and refreshing beverage for 

warm weather, are respectfully informed that the subscriber 
has just set in operation one of Nichol»’ Patent Combi- 
nation Soda Fountains, by the use of which he is en- 
abled to furnish the Best Sopa Warer ever offered in this city 


SYRUPS. ' 
FRESH CREAM SYRUPS,—Renewed Every Morning, Rasp- 
berry, Strawberry, Pineapple, Lemon, Vanilla, Checkerberry, 
Ginger, Sarsaparilla, a. d other Syrups, constantly on hand 
4w23 F. W. KINSMAN. 


Hay and Grain Protectors. 

HE Subscribers have for four years, by extensive correspon- 
dence, by practical observation, and by many experiments, 
endeavored to obtain information that would be a guide to the 
manufacture of the best Hay and Grain Cove~s,and we now 
offer the results of these investigations to the pubiic. MWe know 
that our protectors are the best ever yet offered to the farmers. 
As to the utility of the covers, we have the testimony of intelli- 
gent farmers in every part of our country. 

Orders for samples or covera should be forwerded at once. 
Jos. PeactvaL, Agent, Waterville. CHASES & FAY. 
May 23 23f No. 233 State 8t., Boston, Mass 


Administrator’s Sale. 


B’ LICENS€ from the Court of Probate for the County of 
Kennebec, I shall sell at Public Auction, at the Mansion 
House, in Augusta,on Thursday the thirtieth day of June 
next, at two o'clock in the afternoon, so much of the real estate 
belonging to estate of John K. Killsa, lute of Augusta, deceased, 
as will produce the sum of twelve hundred dollars, for the pay- 
ment of the just debts of said d d, and incidental exp 
Said real estate is situate in said Augusta, and consists of the 
right of redemption in about eighty acres of land on Bolton Hill, 
on the Belfast road ; the right of redemption of the house and 
lot at the corner of Court and Chapel Streets ; and the lot and 
dwelling house on Court Street, occupied by said Killsa at the 
time of his decease, and subject to the widow’s dower therein. 

Term of sale made known at the time and place of sale. 
— HODGDON, Administrator on the estate of J. K. 

ILLSA. 

Augusta, May 23, 1859. 23 


Dissolution of Copartnership. 


E Copartnership heretofore existing myself 
T ‘divine No. 461 of the New England Protective Union, = 


mutually dissolved N ® 
3w23* ELIJAH ROBERTS. 














China, May 20, 1859. 
Strayed or Stolen. 


A LIGHT RED COW about eight years old. Has 

been gone twelve days, and by this time may have a 

calf by her side. Whoever will return her, or inform 
me where she can be found, — rewarded for his trouble. 


Augusta, May 23d. THOS. LITTLE. 


OVEY’S Bug Bane for the destruction and prevention of 
H Bed Bugs and other vermin, for sale by 











21 EBEN FULLER. 


NOW READY; 

The Atlantic Monthly for June. 
CTs... Art; Mien-Yaun; Joy-Month; 

A Trip to Cuba; Some Inedited Memorials of ~~ 
Bloodroot ; The Differential and Integral Calculus; Bulls 
Bears ; The Sphinx; A Charge with Prince Rupert ; Spring ; 
The Stereoscope and the Stereograph; The Minister’s Woving ; 
The Professor at the Breakfast Table; Reviews and Literary 
Notices ; Recent American Publications. 

THE MINISTER'S WOOING, 
BY HARRIET BEECHER STOWR, 

Is continued in this number, and the numerous admirers of that 
lady’s genius, unanimously confess, as the story progresses, that 
it seems likely to surpass in interest, brilliancy, and power, all 
a “Jee works of the accomplished author of “Uncle Tom’s 

in. 

THE PROFESSOR AT THE BREAKFAST TABLE 
continues to deepen the impression produced by the brilliant 
conversations of 
THE AUTOCRAT. 

Few living writers have so large or so various an intellectual 
constituency as Dr. Hotes; and it is, perhaps, needless to 
commend an author whose monthly papers every intelligent 
Americ: p must read. 

Tarms.—Tbree dollars per annum, or twenty-five cents a nu m 
ber. Upon the receipt of the subscription price, the Pub- 
lishers w.ll mail the work to any part of the United States, 
pre-paid. Subscriptions may begin with either the first or any 
subsequent number. 

The postage of the ATLantic is 36 cts. a year, pre-paid. 

C.ivBs.—For Ten Dollars, the Publishers will send five copies 
of the ATLantic for one year, the subscribers to pay their own 
postage. 

Clergymen, Teachers and Postmasters will receive the work for 
Two Dollars a year. 

Booksellers and Newsmen will obtain the terms by the hun- 
dréd, etc., upon application to the publishers. 

PHILLIPS, SAMPSON & CO., 
1w23 13 Winter Street, Boston. 





Greeley’s Overland Letters. 
NOW IS THE TIME TO SUBSCRIBE. 
M*’s “GREELEY has just started on a Tour to Kansas, Pike's 
Peak, Utah and California, to return via. Central America. 
All his letters will appear in the SEMI-WEEKLY ani WEEK- 
LY TRIBUNE, as well as in the DAILY. 
THE NEW YORK DAILY TRIBUNE 
Is mailed to subscribers at $6 per annum, in advance; $3 for six 
months. 
THE N. Y. SEMI-WEEKLY TRIBUNE 
Is published every Tuesday and Friday. 
TERMS. 
One copy, one year, $3 | Five Copies, one year $11 25 
Two copies, one year, 5 | Ten Copies, to one address 20 
Ten copies, or over, to address of each subscriber, $2 20 each. 
Any person sending us a club of twenty, or over, will be enti- 
tled to an extra copy. 
THE N. ¥. WEEKLY TRIBUNE 
Is published every Saturday. 


. TERMS: 
One Copy, one year, $2 | Five Copies, one year, $3 
Three copies, one year, 5 | Ten Copies, one year, 12 
Twenty Copies, to one address, at the rate of $1 per an’m, 20 
Twenty Copies, to address of rach subscriber, 24 


and any larger number at the rate of $1 20 each. 

Any person sending us a Club of Twenty or more will be enti- 
tled to an extra copy. We continue to send Tas Week Ly Trin- 
UNE to clergymen for $1. 

Subscriptions may commence at any time. 
ir advance. All letters to be addressed to 
HORACE GREELEY & Co, Tribune Buildings, 

Nassau St., New York. 


THE HOUSEHOLD PHYSICIAN. 


B* IRA WARREN, A. M., M. D., FELLOW OF THE 
J MASS. MEDICAL SOCIETY, &c. Illustrated with 236 
fine Engravings, 33 illustrative figures, upon 8 splendid colored 
lithograph plates. 

This original and invaluable work just issued from the press, 
is designed to filla vacuum in family libraries, which has long 
existed. In fact, there is no science so little understood by the 
masses, as that of medicine, consequently tie people are liable 
to be imposed upon by allspecies of quacks. This reliable work 
by Doct. Warren, who, asa physician is well known in New 
England, (to whose skill many a consum,tive patient can bear 
testimony,) needs only to be examined tu be appreciated. Inthe 
preparation of this work, technical aud hard medical terms have 
been omitted or made intelligible, so that the reader can decide 
for himself in regard to the nature of any particular disease of 
the 400 various kinds upon which it treats, embracing in faet, all 
the diseases that flesh is heir to. The causes are explained and 
the remedies prescribed in fimiliar language, and where words 
fail to make plain, colored plates and engravings are introduced 
as illustrations, so that the work is complete in every particular. 
[n fine it is tae most highly embellished, original, graphic and 
explanatory medical book ever written for the people. 

The work is based upon the old School practice, but embraces 
all that is valuable in the Homeopathic, Hydropathic and Eglec 
tic modes of practice. 

As the work will be sold only by authorized agents, families 
will have an opportunity of examining specimen copies, or or- 
ders directed to the publishers will receive attention from sec- 
tions where no agents are appointed. Price $5.00 per copy. 

Agents wanted in every town inthe United States. J. 
Hartrorp, agent for Kennebec and Sagadahoc Counties. 

HIGGINS, BRADLEY & DAYTON, Publ shers, 
20 Washington St., Boston, Maas. 


Black Hawk Stallion. 


TMIS Horse was four years old last August, color, 
Basis black, weighs 1075. He is unsurpassed in 


Terms always cash 


lw23 





B. 





beauty, style, action and speed, and has all the good 

qualities that can be desired in a norse. His grand- 
sire was the old Hill Black Hawk; the young Black Hawk 
was sired by the Sherman Black Hawk, owned by Wm. Bennett 
of Middlebury. Vt., and who trotted a mile in 2.32 at Springfield, 
Mass., at the Horse Show last fall, and also took the first premi- 
um. The dam of the Black Hi: wk was out of 1 thorough bred 
English mare, i sported by R. 8. How, Esq., of Worcester Coun- 
ty, Mass, she took the first premium at the United States Show, 
in Boston. She was sired by the trotting Childars,and was 
bred by A.J. Richardson, Esq , of South Haverhill, Mass. 

The subscriber having purchased the above horse at a great 
expense, would most respectfully invite all who wish to improve 
their breed of horses to calland examine him for themselves. 
Said horse was bred by A. J. Richardson, Esq., of S.uth Haver- 
hill, Mass, Speed 2 50. 

We the undersigned know this to be a true pedigree: — 

A. J. Ricmarpsox, 
R. 8. How, 
Wa. Benyer. 

Said horse will goon Mondays, to Livermore Falls, by way of 
Bean’s Corner; Tuesdays he will stand at Livermore Falls ; 
Wednesdays he will go to East Dixfield by way of Jay Bridge; 
Fridays he will stand at Farmington Hill ; Thursdays and Sat- 
urdays at the stable of the Subscriber. 

ALMON H. BROWN, Proprietor. 

Wilton, May, 1859. 3w23 


The Beautiful Horse White Stockings. 


KNOWN as the Wel’s colt. This horse is 7 years old 
ASp0 spring, and weighs 1026 pounds. He was raised 
»y Nathaniel Wells, in Mt. Vernon. His sire was the 
well kuu#n Eaton Horse; his dam was bred from English blood. 
Mr. Welis has raised a number of very fine and valuable cults, 
but this Horse is considered by good judges, superior to any of 
them. For style, speed and bottom he stands secoad to no other 
stallion in the State, and those who wish to raise good styled, 
fast irotters and high priced colts, will do well tocome and ex- 
amine his stock and patronize the horse. 
This horse will stand at the stable of the subscriber in Mt. Ver- 
non this season. 
TERKMS.—To insure a foal, $6,00; by thé season, $4,00; for 
ingle service, $3, 00. ELISHA L. WELLS. 
Mt. Vernon, May 20th, 1859. 23tf 








Horse for Sale. 
I HAVE one entire three year old colt which I will 
sell upon very reasonable terms for cash. Said colt 
isa brutherto the celebrated “Mt. Vernon Horse.” 
Any person in want of a good colt will do well to call 


and see him. N. WELLS. 
Mt. Vernon, May 24th, 1859. 3w23 





Notice of Foreclosure. 


N The first day of May, A. D., 1858, Francis Lyford mort- 
( gaged to me a certain house and lot situate in Augusta, in 
the County of Kennebec, on the West side of Kennebec river, 
on the Gage Estate, so called, at the Southerly bend of Crescent 
street, and embracing lots No 9 and 10, as laid down on Abbott's 
plan of the said Gage Estate, being the same conveyed by Dan- 
iel T. Pike to Daniel Bailey, by deed dated Dec. 14, 1848, record- 
ed Book 163 Page 232, and the same occupied by the said Bailey 
until recently, and then by the said Lyford. I now hereby give 
notice that the condition of the said mortgage has been broken, 
and that by reason thereof I claim a foreclosure. 

May 14, 1859. 5 ABBY W. ALLEN. 


KENNEBEC COUNTY....Jn Court of Probate, held at 

Augusta, on the fourth Monday of May, 1859. 

AURA A. GILBERT, widow of GEORGE 8. GIL- 

4 BERT, late of Augusta, in said County, deceased, having 
presented her application for allowance out of the personal 
estate of said deceased: 

OrvereD, That votice thereof be given, three weeks succes- 
sively, in the Maine Farmer printed in Augusta, in said County, 
that all persons interested may attend at a Probate Court to be 
held at Augusta, on the second Monday of June next, and 
show cause, if any they have, why the prayer of said petition 
should not be granted. H. K. BAKER, Judge. 

True copy. Attest: J. Burton, Register. 23 








KENNEBEC COUNTY....Jn Court of Probate, held at 

Augusta, on the fourth Monday of May, 1859. 

ARY SAFFORD, widow of WILLIAM SAFFORD, 
N late of Litchfield, in said County, deceased, having pre- 
sented her application for allowance out of the personal estate of 
said deceased: 

OrpeRED, That notice thereof be given, three weeks succes- 
sively, in the Maine Farmer, printed in Augusta, in said 
County, that all persons interested may attend at a Probate 
Court to be held at Avcusta, on the second Monday of June 
next, and show cause, if any they have, why the prayer of 
said petition should not be granted. H. K. BAKER, Judge. 

Atrue copy. Attest: J. Burton, Register. 23* 





Commissioners’ Notice. 


HE Undersigned having been appointed by the Hon. H. K. 
Baker, Judge of Probate for the County of Kennebec, Com- 
missioners’ to receive and examine all the claims of the sever- 
al creditors of the estate of MARTHA CONNER, late of Vassal- 
borough, in said County, deceased, which estate has been repre- 
sented insolvent, hereby give notice, that six months from the 
eleventh day of April, 1859, is allowed unto said creditors for 
bringing in their claims, and proving their debts, and we will be 
in session for the purpose of receiving said claims, at the store of 
J. W. Patterson, in Augusta, on the ee - => “ the 
June, August and October next at 10 o’clock A. M. 
<peereohomendeies JOS. W. PATTERSON. 
May 9th 1859. 21 THOS. LITTLE. 


Monmouth Academy. 
HE Summer [erm of this Institution will commence Monday, 
June 6th, and continue ten weeks. 
A. C. STOCKEN, A.B., Principat. 

The School offers superior inducements to pupils: the location 
is healthy and beautiful, easy of access, yet quiet and well fit- 
ted for vigorous, mental labor. Board in the best families can be 
obtained at the lowest prices. Particular attention given to 


those studying the classics. 
Please send for a catalogue. 4w21 W. WILCOX, Sec. 


To Cash Buyers of Boots and Shoes. 
AVING on hand a large and complete assortmennt of 
BUOTS and SHUES, suitable for Spring and Summer, of 
the latest style and of the BEST QUALITY, I am prepared to 
sell to those who buy for CASH at much less than ever 
before. But to ali those whom [ think per to trust, [ shall 
charge a larger price than to those who for CASH. There- 
fore [ would say to all who buy fur CASH, this is the place to 
buy if you wish to get G@UUD BARGAINS. 
Augusta, May 7th, 1859. 21 ALONZO GAUBERT. 


New Millinery Goods. 


RS. THING, Having visited Boston and other cities 

with a view of informing herself in regard to style, &c., 

and having now a good assortment of new and fashionable gods, 

is prepared to do all kinds of Millinery work in the latest New 
York and Boston styles. 


ts to be and pressed, should be sentin early 
Bonne! bleached P ’ tthe ’ 











as they will be sent to one of the best state, 
which requires time. 
Mount Vernon, May 18, 1859. 8t & eopti22 





Vassalboro’ Nursery. 











FRUIT and Ornamental trees, Currants, Goose- 
.b-rries, Grape Vines, &c., for sal: by 
D. TABER. 
Vassalboro’, 4th, 1859. 5wl9* 
Grass Seed for Sale. 
OLBURN & FAUGHT have in store a large nt of 
Northern and Western ver and Red Top 
seeds, which they will sell, either at wholesale or at as 
low prices as they can be bought for on the river. 
Augusta March 23d, 1859. 2m15 


BLACK HAWK TELEGRAPH, 
GENERAL ENOX, 


BUCEPHALUS AND SHARON, 

WILL Stand the present season at the stable of T. 

8. LANG & CO., North Vassalboro’. 

Black Hawk Telegraph. 

Lately brought to Maine for the purpose of improving 
Roadsters and Trotters, is ason of old Black Hawk ; will be 
four years old in July next, and is jet black, fifteen and one- 
fourth hands high, weighs nine hundred and fifty pounds. His 
style at rest or in motion, is unsurpassed by any horse in New 
England. He shows remarkable speed and courage, for his age 

Sire old Black Hawk, he by Sherman Morgan, he by Justin 
Morgan. The dam of Black Hawk Tclegraph was by Wicher’s 
Sir Walter, he by the celebrated race horse, Sir Walter. The 
dam of Wicker’s Sir Walter was the dam of the celebrated Fly- 
ing Cloud. The grand dam of Black Hawk Telegraph is a black 
mare, now living, sired by the Burge horse, he by Sir Charles, 
and he by Duroc, the sire of American Eclipse. 

In offering this horse to the breeders of trotting stock in Maine 
the subscribers would say that, in their opinion, the unity of 
thorough blood with what is acknowledged to be the best trotting 
strain in the world, combined with speed, courage, good temper 
and perfection of form, renders Black Hawk Telegraph the most 
desirable Stallion ever brought to Maine to cross with the class 
of mares to be found here. He will be limited strictly to fifteen 
mares, at thirty dollars the season, cash or approved note at 
time of first service. Mares not proving with foal will be served 
sccopd season free of charge. 

General Knox, 
Black, three years old past, 15 1-2 hands high, weighs nine hun- 
dred and sixty pounds, is a model of strength and com 
of excellent temper and courage. His stride, with little training, 
must make him a rapid trotter. Sired by Sherman Black Haw’, 
known as the North horse, he by old Black Hawk. Dam a Ham- 
bletonian mare. General Knox will be limited to fifteen mares, 
at $20 the season, terms as above. 

Bacephalus 

Is very dark bay, six years old, weighs eleven hundred and 
twenty pounds, stands 16 1-2 hands high. Sired by Gardiner's 
Black Hawk. Dam original Mary Taylor, she by Bolivia, the 
celebrated race horse, son of Diomed. Mary Taylor was cele- 
brated as the fastest trotter of her day. The colts of Bucepha- 
lus are considered, by good judges, to be first class animals. 

TERMS :—Three dollars the leap; four dollars the season ; 
five dollars to insure. Mares sold before their time of foaling to 
be considered with foal. 

Sharon, 

Chestnut color, four yeurs old past, weighs ten hundred and 
thirty pounds, stands 15 1-2 hands high. dSired by old Wither- 
ell, he by oll Winthrop Messenger Dam a half breed mare 
brought from the Provinces by Maxy Webb, Esq. He will stand 
atthe following places, viz:—At the stable of John Husrey, 
Esq., China Village, on Mondays ; Tuesdays at Coombs’ Ho- 
tl, Branch Mills ; Wednesdays at South China ; Thursdays 
at North Vassalboro’; Fridays at Getchell’s Corner, at the 
stable of A.'Ward, Esq , and Saturdays at the Williams’ House 
Stable, Waterville 

TERMS—$5,00 to insure, $4,00 the season, and $3,00 for 
leap, payable in January next. Mares sold before their tune of 
foaling will be considered with foal. Corn and grain taken in 
payment. 

Brood mares sent from a distance to the three first horses 
will be kept in a loose box, or at pasture, as imay be desired, at 
the actual cost. A competent person will have the entire charge 
and much care bestowed, but no risk of accident or escape as- 
sumed. 

The subscribers will, at no distant day, add a thorough Blood 
Horse to their Stud. They did not intend to confine their 
Stul to any particular bloot or horse, but to keep such animals 
as the interests of stuck growers demand for the improvement 
of horses. 

REFERENCES AS TO PEDIGREE:—Black Hawk Tele- 
graph: W. G. Baldwin, Esq., Ticonderoga, N.Y ; David Hill, 
Esq., Bridport, Vt. For General Knox: E. D. Bash, Esq., 
{Shoreham, Vt. For Bucephalus: K. 8. Denney, Esq., Clapp- 
| ville, Mass. For Sharon: Ira Doolittle, Waterville, Me.; 
Gideon Wells, Cli.ton Me. sm2l T. & LANG & CO. 





The Trotting Stallion Mount Vernon. 


MOUNT VERNON is the property of C. W. 
GOODWIN, of Monmouth, Me., and formerly owned 

by Uliver Walton, of South Reading, Mass. He is a 

beautiful chestnut horse, 8 yrs. old stands tifteen hands 

and three inches high, and weighs 1075 pounds; and for symmetry 
of form, style and action, is not surpassed by eny stallion in 
New England. He was bred by Mr. Nathaniel Wells, of Mt. 
Vernon, Me. His sire, the justly celebrated EATON HORSE ; 
his dam by MORGAN TRAVELLER; his grand-dam, an im- 
ported English thorough-bred mire. Considering the pedigree 
of Mount VERNON, as descended from the best imported blood, 
we know of no horse in the New England States so well calcula- 
ted to improve our stock, particularly when we look upon his 
great powers of endurance and speed ccmbined. Mount Vernon 
~— stand for the season at the Subscriber's stable, Monmouth 

entre. 

TERMS :—To insure a foal, $10,00; By the season, $7,00; 
By the Leap, $5,00. 

The proprietor is politely permitted to refer to the following 
gentlemen, who have seen and examined many of Mount Ver- 
non’s colts: —ANDREW Banner, Philadelphia; James E. Sim- 
MONS, Boston; Geo. B. Lorine, Andover; Caas. M. Woop, V. 
8., Boston ; Wa. Saunpers, V. 8., Salem; [. F. Paviurps, 
Lynn ; J. B. Baker, Soston ; Josnva Sewarp, Boston ; KoBERT 
Woon, V.8., Lowell; Henny Day, Winthrop, Me.; A. Bear, 
Monmouth; H. Resp, Augusta; T. Simpsox, Waterville ; 
Cuas. Jackson, Winthrop. Cc. W. GOULWIN. 

Monmouth, April 26th 1859. 6w2l 





: The Morgan Witherell or Merrow 


Horse, 
WILL be kept for the use of Mares the present sea- 
son at the Subscriber's stable in Hartland Village. 
Good pasturage will be turnisled at reasonable rates and care- 
fal attention given to mares sent from a distance. Terms of ser- 
vice reasonable and made known on application. The subscri- 
ber deems it needless to say anything further than the above 
concerning this horse, so well known is the horse, his speed and 
his stock. He challenges any horse in the State to excel hii in 
thse respects. HARFU&D MERROW. 
Hartland, May 17, 1859. 6w22 





Young Hector is Himself Again. 


WILL Stand at the Stable of the Subscriber on Oak 
~™ Street, opposite the Farmer Oilice, this season, for im- 
\ provement of stock. Hector is a Morgan Stallion, 8 
years old, and for speed and sty/e is unsurpassed. 
It was the intention of the Subscriber last fall to show his 
| speed and time, but owin: to slight lameness he was unable to 
do so. If however any one doubts his speed, he is now ready to 
‘match any Stallion in the State, at tae State Fair this tall. 


| Texms—$5 ; $6 ; and $8. 
GEO M. ROBINSON. 


22tf 
SANDS’ SARSAPARILLA. 

FOR PURIFYING THE BLOOD. 
HE ORIGINAL AND GENUINE ARTICLE, Purely Vege- 
| tabl+, everywhere celebrated fur the Kemoval and Perma- 
nent cure of all Diseases arising from an impure state of the 
| blood, or habit of the system. As an Alterative and Kenovating 

| Agent, it is unequalled ! > 
Eminent physicians have proved its efficacy by many years 
BR The happy results produced by its use inspire ev- 
| ery one with the contidence of obtaining in this Compounp, the 

genuine virtues of the best Sarsaparilla. 
TESTIMONY FROM THE ARMY. 
Monterey, Cav. 

Messrs. A. B. & D. SANDS; Gentlemen—I beg leave to add 
my testimony in favor of your invaluable medicine, hoping it 
may lead some other unfortunate beings to try its effects, and 
that they may be benefitted as [ have been. I arrived here by 
the overland route, about the first of October last. A few days 
after, I was attacked witha very disagreeable eruption of the 
skio, which my physician could not cure. I happened to find 
your Sarsaparills in a store in this place and remembering the 
popularity of the medicine at home, I purchased three bottles, 
which had the desired effect of removing my difficulty «ntirely. 
With high regards, yours &c., J. H. MILLER, Lieut., U.8 A. 
It is approved by the medical faculty, extensively used in 
hospitals, and has now become a standard article of medicine 
throughout the American Coutinent, Europe aud the West In- 


dia Islands. 
& D. SANDS, Druggists, 100 Falton &t., 
’ 4w2l 








Pre by A. B. 
cor. of William, N. Y. 
Sold by DOKR & CRAIG, and by Druggists everywhere. 





TOTICE is hereby given, that the subscriber has been 
duly appointed Administrator de bonis non, with the will 
annexed, on the estate of 
PAUL BAILEY, late of Sidney, 
in the county of Kennebec, deceased, testate, and has un- 
dertaken that trust by giving bond as the law directs: All 
persons, therefore, having demands against the Estate of said 
deceased are desired to exhibit the same for settlement; and 
allindebted to said Estate are requested to make immediate 
payment to JOSEPH BAKER. 
April 25, 1859. 22° 





OTICE is hereby given, that she subscriber has been 
duly appointed Administratrix on the Estate of 
GSURGE 8. GILBERT, late of Augusta, 
in the county of Kennebec, deceased, intestate, and has underta- 
ken that trust by giving bond as the law directs: All persons, 
therefore, having demands against the Estate of said deceased are 
desired to exhibit the same for settlement; and all indebted to 
said Estate are requested to make immediate payment to 
Febfuary 28, 1359. DF LAURA A. GILBERT. 





KENNEBEC, SS.—<At a Court of Probate, held at Au- 
gusta, within and for the County of Kennebec, on the 
second Monday of May, A. D. 1859. 

LIVER BEAN, Guardian of JONATHAN WHIT- 

TIER, of Readfield, in said County, non compos, having 
presented his first account of Guardianship of said Ward tor 
allowance: 

OrpereD, That the said Guardian give notice to all persons in- 
terested, by causing a copy of this order to be published three 
weeks successively in the Maine Farmer, printed at Augusta, 
that they may appear at a Probate Court to be held at Augusta, 
in said County, on the second Monday of June next, at ten 
of the clock in the forenoon, and shew cause, if any they have, 
why the same should not be allowed. 

H. K. BAKER, Judge. 

Atrue copy. Attest: J. Burton, Register. 22° 





KENNEBEC, S3.—At a Court of Probate, held at Augus- 
ta, within and for the County of Kennebec, on the second 
Monday of May, A. D. 1859. 

AURISTON GUILD, Administrator on the Estate of 
L STEPHEN 8S. KNOWLES, late of Sidney, in said County, 
deceased, having presented his account of administration of the 
Estate of said deceased for allowance: . 

OrpeERED, That the said Administrator give notice to all 
interested, by causing a copy of this order to be published three 
weeks successively in the Maine Farmer, printed at Augusta, that 
they may appear ata Probate Court to be held at Augusta, in 
said County, on the second Monday of June next, at ten of 
the clock in the forenoon, and shew cause, if any they have, why 
the same should not be allowed. H. K. BAKER, Judge. 

Atruecopy. Attest—J. Burtox, Register. 22 





New Photographic Gallery. 

HE Subscribers would most respectfully inform the citizens of 
Augusta and vicinity that they have fitted up the rooms over 
Messrs. Bradbury and Morrill’s Office, where they may be found 

ready at all times to make Photographs, Daguerreotypes and Am 
brotypes of all who may favor them with a call, guaranteeing to 
give perfect sati-faction as regards price and style of picture.— 
We would particularly call the attention of the public to our 
large sized Photographs, finished in India Ink, colored, or plain, 
which are the most desirable now made. A large collec- 
t.on of pictures on exhibition, which the people are respectfully 
invited to call and examine. Particular attention paid to taking 

children’s pictures. STAKBIRD & DODGE. 

Augusta, May 15, 1859. 3m22 


Fresh Fruits all the Year. 
THE YEOMAN’S FRUIT BOTTLE 


OR Utilsty, Convenience Ecor omy, and Safety, is une- 
, tor preserving fruits in afresh state, in any cli- 
mat, an indefinite time. “Having used these Bottles, we find 
them exceedingly convenient and just the thiug wauteu."—Joan 
J. Tuomas, in Register of Rural Affairs. 
For description and price circulars, address proprietor at 
Walworth, Wayne Uo., N. Y. 3w22 T. G. YEUMANS. 


Notice. 
LL Persons indebted to the late firm of JOHN W. HO- 


MANS, are requested to make payment to B. F. HOU- 
MANS, without further notice. Also all persons indebted to the 











Subscriber are requested to make immediate ment, if they 
wish to save cost. BENJ. ¥. HOMANS. 
Kast Vassalboro’, May 12, 1859. 3022 





Whale Oil Soap. 


A SUPPLY of this artiole so efficacious for the destruction of 
May 16. 6w22. DORR & ORAIG. 





Wool Wanted. 


bere & TURNER Will pay cash for 25,000 lbs., Wool 
at their store opposite the Frankliu House. ae 


Augusta, May 8, 1859. 

(Claire Oden be” Abe Oblocide Bias, he ajo ty 
ive 

21 rien FULLER. 











WOOD’S MOWER. 
PATENTED FEBRUARY 224, 1859. 
pum the six years I have been engaged in the manufac- 

ture of the Manny Combined Reaper and Mower, I have 

ven much thought and attention to the construction of what I 
foresaw would be a great want of the Farmers—a lighter and 

Pp bi P ly for mowing, than had yet been made. 

And now, after the most thorough and repeated experimen‘s 
and tests in every variety of field, and in all kinds and in every 
Condition of grass, I am prepared with entire confidence to offer 
the farmers and dealers of the United States, the great desider- 
atum in this department of Agricaltar sl labor-saving machines 
—a Mower, superior in its capacity for good work to any hither- 
to introduced, of easy draft, light, cheap, and durable. 

This machive I now offer as my latest invention, to meet a 
Special want of farmers, and to place within the reach of all, « 
Mower that for practical working, cheapness and simplicity, 
will’be without a rival. 

I build Two-Horse and One-Horse Mowers. The Two-Horse 
Mower weighs 426 Ibs. and cuts a swath four feet wide (or more 
if specially ordered). The One-Horse Mower weighs 30 Ibs. 
less, (35 Ibs.,) and cuts a swath three and a-half feet wide. 

For a more full description of the Mower, reference is made to 
my Pamphlets, which will be furnished oa application. With 
each machine will be furnished two extra guards, two extra sec- 





— —= and oil-can. 
Varranted capable of cutting ten acres of grass day ina 
workmanlike manner. . fg the 
Price of Two-Horse Mower, $8 
s One-ilorse Mower, 70 


Delivered her: on the cars. 

I continue as heretofore, and with greater success than at any 
previous time, the manufacture and sale of “Manny's Patent 
Combined Reaper and Mower with Wood’s Improvement.” 

Descriptive pamphlets may be had by addressing the follow- 
ing gentlemen, who have sample machiues on band, and are my 
authorized agents : 

AGests —Wm. Sparrow, Portland ; John Means, Angusta ; 
Elden & Herrick, Watervilie ; Neal and Wentworth Skowhegan; 
R. B. Dunning, Bangor, or of Chas. E. WHITMAN, Winthrop, 
General agent for Maine. 

WALTER A. WOOD, 
Manufacturer & Proprietor. 


3m20 Hoosick Falls, N. Y. 





PALMER'S 
CELEBRATED ARTIFICIAL LEG. 


THIS world-renowned limb has been in use in Europe 
and America for upwards of twelve years, and every suc- 
ceeding year serves only to increase its popularity. The 
“Great Prize Medal” was awarded to Dr. Palmer in 
London, over thirty-five competitors from all parts of Eu- 
rope and in this country; wherever exhibited it has inva- 
riably received the highest award. Upwards of Four 
Thousand of the Palmer Artificial Legs are now in use, 

and are represented by all degrees and professions,—Farmeis, 
Mechanics, Lawyers, Sailora, Ladies and Children, all use this 
“unequalled limb” with wonderful ease and naturalness. The 
Palmer Leg is adapted to every form of amputation, from the 
shortest to the longest. The patient is enabled to walk immedi- 
ately upon the application of the leg. The limb is an exact 
copy of its fellow, and the most critical fail to distinguish it from 
nature. The limbs are very durable, yet so light as to be worn 
with great comfort. Paimer & Co., have supplied upwards of 
fifty individuals with two legs each, all of whom walk with sur- 
prising naturalness. The recently invented artificial arm is 
regarded as a complete triumph in the art. The public are cau- 
tioned against the circulars and advertisements of charlatans 
and pretenders, who have recently entered the field, and are en- 
deavoring to deceive by copying the invention and the indirect 
use of the Palmer reputation. 

Persons requiring legs or arms, should apply to us,as the 
“Palmer Leg” is the on/y one recommended by surgeons and 
physicians. Pamphlets containing fud/ information concerning 
the invention sent free to patients, su:geons and physicians, on 
application to PALMER & CO., No. 19 Green Street Boston 

3m18 





SPINAL DISEASES. 

HOUSANDS are taking medicines mouths and years for 

symptoins, without once suspecting the disease to originate 

in the spine. In these cises pain may be felt in an organ whcre 

the nerve terminates, without prodacing any uneasiness in the 

back, where the nerve has its origin. Pain in the breast, side, 

hips, knees or even feet, may have its cause in the spine. I 

speak from some degree of experience, having successfully 
treated over fuur handred such cases. 

A good methed to detect spinal disease is, wih the back 
bared, to s'and erect, if possible, and let the examiner answer 
these questions. Is there any difference in the |: ngth, from the 
tip of the shoulder to the ear on the one side from that on the 
vther, or in the thickness of the muscles over which your hand 
passes on either side ? 

Is there enlargement of one shoulder and side, and corres- 
ponding depression of the other side in front? Is each side 
equall, fulland plump? Is the back bone straight or nearer 
to one shoulder than the other? Is there any crook, enlarye- 
ment or depression in any of the joints? Any tenderness, 
heat, or numbness? Is one side mere tender than the «ther ? 
Is there any hea at the top of the head, or thinness of hair ? 
Is one hip larger or higher than the other? Is there weakness 
in the region of the kidneys? Does the patient sit or stand 
straight, or more inclined to one side than the other? Is the 
chest tu!l and round, or flat xnd hollow ? 

When a nerve of the spine in the neck is compressed, the dis- 
ease will be found in the head , when between the shoulders, 
about the lungs or heart; further down,in the stomach and 
bowels—when opposite the hips or in the small of the back, mn 
the kidneys, wom!,, or lower limbs. In certain weaknesses of 
the bowels and other difliculties cepemlant on spinal derange- 
ment, medicine is taken with but partial benefit unless local 
treatment for the spine itself be resorted to. Such sufferers 
will find information of value in the treatise on Motor,athy, 
(price 25 cts.) and any invalid may read it wih benefit. Curcu- 
lars seut gratis. Address: H. HALSTED, M.D, 

Round Hill Water Cure, 
Northamptou, Mass. 


Only 25 Cents. 


ME VALLEY TIMES, a monthly paper, devoted to Litera 

ture, Education, News, Amusement, etc., commences ite 
fifth volume this month, with marked improvement, which makes 
ita cheap and welcome paper for old or young. One page is 
devoted to the interests of the young folks, containing good mor- 
al and interesting reading, Mathematical questions, Lilustrated 
Rebusses, etc 

Each subscriber will be presented with a circular containing 
one hundred valuable Recipes, among which may be found those 
useful to the Farmer, the Housewife, the Mechanic, and the 
Speculator. These Recipes, in any family, will be worth twice 
the subscription price of the paper. 

If any young person would like to act a« agent in procuring 
subscribers for us, they will please write to us and learn our lib- 
eral terms. Specimen copies sent free. 

25 cents in silver or postage stamps can be enclosed in a letter 
to us, at our risk. Address 

RK. M. MANSUR, Mt. Vernon, Me. 

N.B. If among our subscribers there are any who would 
like to make a trial of the much talked of Honey Blade or Hun 
garian Grass Seed, we will give them as much of the seed as they 
will seud us postage stamps to prepay the postage on the 
same. 4wl9 
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Farm for Sale. 


#224. SAID Farm is situated in Farmingdale, about 3) miles 
¢ from Hallowell and 4} from Gardiner. Is pleasantly lo- 
ii cated on the Litchfield road, in the neighborhood of a 
good school, contains about 80 acres of land, of which about 20 
are wood. The pasturage is good and well supplied with water. 
The farm cuts about 15 tons of hay, has an orchard of about 75 
trees. There is a valuable muck interval on the place, accessi- 
ble to the tillage land, partly ditched and drained. The buil 
dings consist of a one story house carriage house, barn, 4c. 
For further particulars enquire on the premises of the sub- 
scriber. BE. CANNON. 
Farmingdale, April 11, 1859. lig 





ANOTHER 
NEW $50 SEWING MACHINE!!! 


LOAT’S NEW $50 DOUBLE LOCK STITCH FAMILY 
.) SEWING MACHINE, making the well-kuown and favorite 
stitch ALIKE ON BOTH siDEs. It is the most perfect Sewing 
Machine now extant. It will Stitch, Hem, Rua, Gathe 
er and Cord, 

It is less complicated, and warranted as durable, and to sew 
with as high speed as any Sewing Machine ever made. 

We will keep it in order five years, without charge to the pur- 
chaser, and guarantee perfect satisfaction or cheerfully refund 
the money. 

We invite a discriminating public, in pursuit of a real'y good 
Sewing Machine, to visit our Sales-room and examine the Ma- 
chines that have COMPELLED THE COMBINED MONOPOLY TO RE~ 
DUCE THE PRICES OF THEIn (now second rate) MACHINES. 

Tins is a positive fact which we are ready to demonstrate. 

[7 All communications of the Eastern States should be ad- 
dressed to A. MORTON, & CO., 

10¢f . No. 332 Washington Street, Boston. 





« Domestic Bitters, 
OR INDIAN BLOOD PURIFIER. 

tere Bitters are made from the original Recipe, obtained 

of a celebrated Indian Physician, by old Dr. Gould, of Mo- 
hawk, N. Y., and are wa.ranted superior in every respect to 
Kennedy’s Medical Discovery ; Townsend’s, Bull's, or Sand’s 
Sarsaparilla ; Jayne’s Alterative ; Weaver’ Syrup; Atwood’s, 
Langiey’s or Abbott’s Bitters, and all other preparations of a 
si.nilar nature ever compounded. 

We challenge the World So preteee their equal! 

For purifying the blood, and curing Scrofula, Salt Rheum, 
Erysipelas, Fever Sores, Ulcers, Boils, Dyspepsia, Rheumatism, 
Jaundice, Liver Complaints, Costiveness, Billious Affections, In- 
digestion, Headache or General Debility. Price 25 Cents. 

V. W. WHIPPLE, Proprietor, 

No. 21 Market Square, Portland, Me. 

C. F. POTTER, Agent for Augusta. OC. A. & J. D. WHITE, 
for Gardiner. 3m18 





Notice. 
TRSUANT to a License granted the undersigned, Exerutor 
of the last will and testament of EDWIN ARNOLD, late 
of Augusta, deceased, by Hon. Henry K. Baker, Judge of Pro- 
bate, in and for the County of Kennebec, I shall sell at Public 
Auction on the premises, in Sidaey, on Wednesday the léth day 
of June next, at on? o’clock, P. M., the parcel of land known as 
the “twenty acre lot of back land,” belonging to said deceased 
at the time of his death. JEREMIAH ARNOLD. 
Waterville, April 26, 1859. 3w2l 


Notice to School Teachers. 
HE Superintending School Committee of Vassalboro’, will 
meet for the purpose of examining teachers for the Summer 
School, at 1 o’clock, P. M., on Saturday, May 14, at the school- 
house, near Getchell’s Corner; on Saturday, May 2ist at East 
Vassaiborc’, and on the next succeeding Saturday, at the school- 
house near Ezekiel Small’s. 
GREENLIEF LOW, 
JAMES C. CHADBURN, 
JaCOB VINING. 
Vassalboro, May 9, 1859, 


Grape Vines and Trees. 

I AM ready to supply any quantity of GRAPE 
VINES—Cor cord, Kebecca, Delaware, and other 
varieties, such as Isabella, Sweet Water, Straw- 
berry, Black Hamburg, &c., &c. Apple, Pear, 
#ium, Cherry and other Fruit Trees ; Gooseberry, 
Currant and other Bushes; Lawton Blackberry, Strawberry 
Vines, &c. Any information which I can give with regard to 
setting is at the service of purchasers. Give meacall, and I 
will endeavcr to give satisfaction. All orders and remittances by 

mail, promptly attended to. FREDERIC WINGATE. 
Augusta, April 20, 1859. 19¢f 


At Mrs. Weston’s Bonnet Rooms, 
AN be found a ch ice selection of New and Fashionable 
Millinery, comprising various styles of Bonnets, Ribbons 
and Flowers, adapted to the season, all of which will be soli on 
the most favorable terms. 

The Ladies of Augusta and vicinity are respectfully invited to 
give an early call, and they may be assured no pains will be 
spared to please them. 
Augusta, April 26. 


The Maine State Plow 


AND CULTIVATOR FACTORY, 
PORTLAND, MAINE. 
| ey and Wholesale Dealers, Call and see JOHN W 





bs. 8. Committee. 
3w2l 
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HANSJN’S New Stock of Polished Plows and Cultivators 
Factory, North End Deering’s Bridge, Portland, Me. 20tf 


Patent Fish Trap. 


HE Subscriber has taken out letters patent fora FISH TRAP, 
invented by = is well adapted to small +treums. 





naka phe . may go up or down, — = 

freshet. persons desiring further please 

dress ROBERT GRAY. 
3m17* North Anson, Me 





' & F. WINGATE, 
DEALER IN CLOCKS, JEWELRY, 
Spectacles, Fancy Goods, &c., &o., 
South end Water Street, °.,. Menke AUGUSTA, Mz. 
Crocxs anp Jewe_ry Reparrep. 5 


Chaises and Wagons. 

PAGE & CO., Hallowell, have for sale two new Chaises 
S. made at Amesbury, Mass, and four good Wagons, all of 
which will be sold ‘ow. and 
arnisbes for car- 

8m21 





Kennebeo and Portland Rail« 
oi road. 


dally! Spring and Bummer A . On -_ after 
Monday, April 4, 1859, trains will leave Augusta for K 

ton and Lowell at 6.80 A. M.,11.15 A.M. Augusta for Bath, 
Brunswick, Yarmouth, 4c., 630 A. M. Portland for Bath, 
Brunswick, Richmond, Gardiner, and atloor. M., 
815 P.M.’ Bath for Portland, Boston and Lowell at 6.25 A. M_. 
12.28 P.M., Bath for Brunswick, Gardiner and Augusta, 12 13 


P. M9 P.M. Brunswick for Bath at 7.10 A. M., 1243 P. M., 
9.46 P.M. The 630A. M. train from Augusta, and the 6 
A. M. train from Bath connects with the train leaving Portland 
for Boston and Lowell, arriving at Boston at 1.45 P. M.,in sea- 
son for the trains for New York, Albany. &c. The 11.380 A. M., 
train connects at Augusta with the Somerset and Kennehec 
trains, taking their pasengers from Skowhegan Kendall’s Mills, 
Waterville, Nes port, Bangor, &e, arriving at Portland in sea- 
son to connect with the 3 P. M_., train for Boston and Lowell. 
Stage Connections, &c —Stages leave Bath at 9 00 A. M., and 
3.00 P. M. for Wiscasset, Damariscotta, Waldoborot gh, Warren, 
Thomaston and Rockland. Leave Bath daily, at 3.00 P. M., 
for Winnegancs, Phipsburg, Parker's Head and Small Polat 
Harbor, Stages leave Augusta daily for Belfast and Rockland. 
B. H. CUSHMAN. 
ly19 Manager and Superintendent, K. &. P. BR. R. 


Propeller Notice. 


THE new and staunch Propeller, C. 
W. DEXTER, N. H. Macompes, Mas- 
ter, will commence her weekly trips be. 
between Avoctsta and Bostox on or 
about the firat of May, touching at the principsl towns on the 
Kennebec, leaving Augusta the first of every week, until further 


police. 
AoRNTS.—Augusta, FRANKLIN WINGATE, 

Hallowell, A. WALL, 
Gardiner, W. B. GaY, 
Richmond, I. F. BATES, 
Bowdoinham, SOLON MACOMBER, 
Bath, D. F. CHASE. 

Augusta, April 20, 1869. 4wld 
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. STEAMER FOR BOSTON, 
EASTERN QUEEN, 
JAMES COLLINS, ter, 
j TILL ran between Hallowell and Boston the coming season, 
leaving Steamboat Wharf Hallowell, until farther notice, 
every Monday and Thursday, at 146; Gardiner at 3; Rich- 
mond at 4, and Bath at 6 o’clock, P. M. 
Returning, will leave Foster’s North Wharf, Boston, every 
Tuesday and Friday, at 7 o'clock, P. M. 
Acents ©. E. FULLER, Eallowell, PARROTT & BRAD- 
BURY, Augusta. 
All persons are cautioned against trusting any one on account 
of the steamer Eastern Queen. 
Hallowell, April 4, 1859 16 
PORTLAND AND BOSTON! 
The Fast and Favorite Steamer 
T. F. SECOR, 
CHAS. H. BECK, Master, 
TILL leave Augusta for Portland, (until further notice ) on 
\ Mondays, Wedneedays and Fridays, at 9 o'clock ; Hal- 
lowell at 9.20; Gardiner at 10; Richmono +t 11, and Bath at 
124. and arriving at Portland in season tc pect with the Bos- 
ton Boats and Boston Train, giving passengers 3 hours’ time in 
Portland, by the Boat ; and-in time for the Boston Train for Saco, 
Biddeford, &c. 
Returving will leave Portland for Augusta and intermediate 
landings, Tuesdays, Thursdave and Saturdays, at 7 o'clock A M. 
FARES.—From Augusta Hallowell and Gardiner to Portland, 
$1,00; From Richmond to Portland, 75 cts.; From Bath to Port- 
land, 50 cts.; From Augusta and @lallowellto Bath, 60 cts.; 
From Gardiner to Bath, 374 cts.; From Richmond to Bath, 26 
cts. Through Fares to Boston us low as by any other route. 
Freight taken at low rates to Portland and Boston. Also to 
and from New York, in connection with Steamers from Portland. 
AGENTs.—Deering & Turner, Augusta; A. H. Howard, Hal- 
lowell; A. Lovejoy, Gardiner, J. T. Rubinson, Richmond ; 
John &. Brown, Bath ; Cyrus Scurdivant, Portland. 
Augusta,"April 6, 1859. 16 





CAHOON’S PATENT 
| BROADCAST SEED SOWER. 


| "JHE vast superiority of this Machine over all others, as shown 
I ic the PERFECTLY REGULAR AND EVEN DISTRIBU- 
TION OF THE SEED, and the wonderful rapidity with which 





the work is performed, combined with its Pearect Simpxicrrr, 

j Derapiity axp Cweapyess, has already placed it in the fore- 

| most rank of Labor Saving Agricultural Implements. 

The Hand Machine 

| Sows from four to eight acres per hour, at the common walking 
gait of a Man. 

The Horse-Powcer Machine, _ 

Sows from ten to fifteen acres per hour, at the common walking 
gait of a Horse. 

On account of their EVENNESS OF DISTRIBUTION, these 
| Machines will make a saving of one third of the seed over hand- 
| sowing. And a person can sow with them, and do the work per 
| fectly, who has had no experience whatever in sowing. 

The Louisville (Ky.) Journal says: — 

“We have noticed the operation of this Machine at the State 
| Fair with much pleasure. We consider it one of the best labor- 
}saving Machines of modern invention. For small farms, the 
small Hand Machines are just the thing; and on large farms the 
large Machine is indispensabie.” 

The Maine Farmer says: 
| “We have had one of these Machines in use the past spring, 
| and find it to be all the inventor and its friends claim for it.” 


They have taken the First Prizes 
| At the U. 8. Agricultural Fair, held at Richmond, Va., 1858; 
at Missouri Stat> Pair, in a grand field trial of Broadcast Seed 
Sowers, held at St. Louis, Mo., 1858; at Kentucky State Pair, 
holden at Louisville, Ky., 1858, “with high commendation of the 
committee: at Michigan State Fair, holden at Detroit, 1858; at 
Pennsylvania State Fair, holden at Pittsburg, 1858; at Maine 
State Fair, holden at Augusta, 1858; and at numerous other State 
and County Fairs. 
| "These machines can be purchased on liberal terms and prices, 
‘ either wholesale or retail, by applying to the subscribers. 
| CHAS. W. CAHOON, D. H. FURBISH, 
1 Corresponding Agent. Proprietor. 
| Orrice,—York Street, opp. Portland Sugar House, 
| PORTLAND, Marve. 
| Circulars, with certificates from farmers who have used the 
Machines, forwarded on application as above. 
Liberal inducements offered to Traveling Agents. ber 


~ ‘Bield Garden and Flower Seeds. 


YHE Subscriber offers for sale a large as- 

S 1 sortment of the above named seeds of 
. imported and domestic growth, which may 

be relied ou by Traders and Farmers, as 


pure and not wanting in vitality, as we prove all seeds before of- 
fering them for sale. 

The following are some of the varieties,some of which are new 
and choice :— 








Peas. 

Champion of England. Early Dan O’Rouke, Extra Early Wash- 
ington, Sebastopol, The Wonder, Songsters, No. 1, Eugenia, Na- 
poleon, the best wrinkled Peas out. 

Carrots. 

Long Orange, Altringham, Karly Horn, White Belgian. 

Cabbages. 
Early York, Early Fiat Battersea, Early Mason's Drumhead Ex- 
| tra, Large Fiat Dutch Extra, Wevningstald &c. 


Bects. 

Long Yellow Mangel Wurtzell, Red do., Red Globe, White 
French Sugar, Early Bassano, Early Turnip Blood, Long Smooth 
Blood. 

Turnuips. 

Early Red Top, Strap Leaved Turnip, White Top Strap Leaved, 
Skirving Imp. Purple Top Ruta Baga, Langs Imp. Purple Top 
Rata Baga, Early Stubble Swede or Ruta Baga, Yellow Stoue, 
Long White French, Orange Jelly. 

Sevmour’s Superb Whi e Celery, Coles Superb Red do.; Pars- 
nip, Pepper, Parsley. Leek, Melons, Onions, Radish, Tomatoes. 

Heosanp Sqvasn, the best known variety, in packages of 10 
or 20 cents, packages by mail free or by the pound. 

TivycaniaN Grass Seep, Spring wheat, Rye, Barley, Oats, &c. 
Seed Putatoes, Rhubard Roots, Asparagus Koots, &c. 

Herpscrass. Cover, Rep Tor, Waite Deicy Cover, Laws 
Grag-, Sweer Versa, do. 

Bepprxeo plants Shrubs, Roses, Vines, &c. 

AGRICULTURAL AND HURTICULTURAL IMPLEMENTS 
AND TOOLS. 

Grano, Poupretr, Mapes Scr. Puos. or Line, Grovxp Bors, 
Boys Meat, &c., Dratnine Tice. 

Leather Belting and Lace Skins, Wooden and Willow Ware at 
Maine Agricultural Warehouse and Seed Store, 

159 Middle Street Portland, Me. 
2m14 WILLIAM SPARROW. 


Portland Agricultural Warehouse. 
ANDSEED STORE. 
7 Subscribers are now offering to 
Dealers and others, one of the largest 
and BEST STOCKS of Grass, Field, Gar- 
den and Flower Seeds, Agricultural Im- 
_ plements and Tools, Fertilizers, Trees, 
Shrubs, Flowers, &c., to be found in Maine, which we offer at the 
| LOWEST PRIC ES—consisting in part of the following :— 
Heras Grass, Red Top, Clover Seed, Honey Suckle Clover, 
Spring Rye and Wheat, Barley, Oats, &c. 
Peas. 
Early Dan O'Rourke, Early Kent, Prince Albert, Champion of 
| England, Missouri Black Eye Blue Imperial, Large White Mar- 


' rowfat, &c. 
° Beans. 

Horticultural, Yellow Six Weeks, Red Cranberry, Mohawk, 
Case Knife Indian Chief, &e. 

Vegetables. 

Long Orange Carrot, Mason‘s Early Drumhead Cabbage, Skir- 
ving’s Imp. Ruta Baga, Mangel Wurtgell Beet, White sugar 
do., Turnip Blood do, Long Blood do., Large White Carrot, 
Large Drumhead Cabbage, Early York Cabbage, &c., Early 
Sweet Corn, 12 rowed do., Webster do., Hubbard Squash, &c. 


Implements and T 

Plows and Plow Castings, Hoes, Iron Bars, Picks, apn 
Seed Sowers, Bog Hoes, Post Spoons, Spades, Pruning Saws 
Chisels, Whiffletrees and Hames, Axes Hatchets, Garden 
and Grass Shears, Grain Cradles, Scythes and Grass 
Hooks, Sickles, Scythe Rifles, Forks, Hay Rakes, Ox Muszles, 
Halter Chains, Cattle Ties, Curry Combs, Curry Cards, Horse 
Brushes, Axe, Pick, Shovel, Hoe and Fork Handles, Barn Door 
Rollers Cultivators, Hay Cutters, Corn Shellers, Fan Mills, Cider 
Mills, Sugar Mills, Corn and Cob Crackers, Read Scrapers, Hay 
Presses, Cheese Presses, Churna, Vegetable Cutters, Root Pullers, 
Store Trucks, Wheelbarrews, Field and Garden Rollers, Horse 
Powers and Threshing Machines, Chain Pumps, Grindstones, 
Horse Rakes, Steel and Iron en Rakes, Shovels, Manure 
Forks, Grindstone Fixtures, &c. 

Fertilizers. 

Coe’s Super Phosphate Lime, Pure Peruvian Guano, Lodi Co., 
Poudrett, Ground Bone, Ground Plaster. 

A Full and Complete Assortment of WOODEN WARE.— 
Agents for the celebrated Manny and Backeye Mewe 
ers. Nos. 7,8, 9, and 10 City Hall Building, Portland 

4ml4 KENDALL & WHITNEY. 


UNITED STATES OF AMERICA. 
Reed's Patent Combination Compound, for 
POTATO BLIGHT. 
T= undersigned by M 
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tons a ns, before the Agricultu the 
House of Kepresentatives at Wash’ , and the U. 8. Patent 
Office, and thus it has been submitted to the most rigid investl- 
gation corroborating this fact. The Smithsonion Inetitute at 
Washington, and the Secretary of the Massachusetts Board of 
Agriculture, corroborate by their certificates, the ene, that 
the eggs of insects are hibernat'd in the Tubers. The United 
States have granted me a Patent for the remedy. It is shown 
by tests in cultivation, for several years, that the rot is prevent 
ed, and by a long continued growth of the vines, larger Tubers, 
and a great increase in the crop. To accommodate the farmers 
I will sell this year individual Patent Rights, with combina- 
tion compound, (for experiment tests,) lor one or more acres. 
Price $3,00 per acre. 

Apply by letter or otherwise early to secure action on the seed 


before eine, 
or Wanted County and TownAgents to sell nts for Maine. 
Address. LYMAN REED 
6w18* 63 Exchange Place Baltimore Ma. 





Super Phosphate of Lime. 


D. 
13 & 15 Custom House 8&t., 


YDSON’S PATENT SELF-ADJUSTIXNG 
CARPET SWEEPER, 
cheepest—for 


aod the at 
—_ oP WELLS FURNITURE STORE.. 
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DEATH AND CUPID. 
AN ALLEGORY. 


BY JOHN G. SAXE. 


Ah ! who bit’oft hath marvelled why 
The gods who rule above 

Should e’er permit the young to die, 
The old to fall in love ! 


Ah ! why should hapless human kind 
Be punished out of season? 

Pray listen and perhaps you'll find 
My rhyme may give the reason. 


Death, strolling out one Summer’s day, 
Met Cupip, with his sparrows; 

And, bantering in a merry way, 
Proposed a change of arrows ! 


“Agreed !”—quoth Cupid,—“I foresee 
he queerest game of errors; 
For you, the King of Hearts will be ! 
And I'll be King of Terrors !” 


And so ’twas done—alas the day 
That multiplied their arts !— 

Each from the other bore away 
A portion of his darts !— 


And that explains the reason why, 
Despite the gods above, 


The young are often doomed to die; 
The old to fall in love ! 


—New York Ledger. 


Ghe Story Geller. 


THE AVENGER. 
A NARRATIVE. 


BY THOMAS DE QUINCY. 





“Why callest thou me murderer, and not rather the wrath of 
God burning after the steps of the oppressor, and cleansing the 
earth when it is wet with blood ?” 


That series of terrific events by which our quiet 
city and university in the northeastern quarter of 
Germany were convulsed during the year 1816, 
has in itself, and considered merely asa blind 
movement of human tiger-passion ranging un- 
chained amongst men, something too memorable 
to be forgotten or left without its own separate 
record ; but the moral lesson impressed by these 
events is yet more memorable, and deserves the 
the deep attention of coming generations in their 
struggle after human improvement, not merely in 
its own limited fields of interest directly awkkened, 
bat in all analogous fields of interest ; as in fact 
already, and more than once, in connection with 
these very events, this lesson has obtained the 
effectual attention of Christian kings and princes 
assembled in congress. No tragedy, indeed, 
amongst all the sad ones by which the charities 
of the human heart or of the fireside have ever 
been outraged, can better merit a separate chap- 


ter in the private history of German manners or'|. 


social life than this unparalleled case. And, on 
the other hand, no one can put in a better claim 
to be the historian than myself. 


I was at the time, and still am, a professor in 
that city and university which had the melan- 
cuoly distinction of being its theatre. I knew 
familiarly all the parties who were concerned in 
it, either as sufferers or as agents. I was pre- 
sent from first to last, and watched the whole 
course of the mysterious storm which fell upon 
our devoted city in a strength like that of a 
West Indian hurricane, and which did seriously 
threaten at one time to depopulate our univer- 
sity, through the dark suspicions which settled 
upon its members, and the natural re-action of 
generous indignation in repelling them; whilst 
the city in its more stationary and native classes 
would very soon have manifested their awful 
sense of things, of the hideous insecurity for life, 
and of the unfathomable dangers which had un- 
dermined their hearths below their very feet, by 
acrificing, whenever circumstances allowed them, 
their homes and beautiful gardens in exchange 
for days uncursed by panic, and nights unpollu- 
ted by blood. Nothing, I can take upon myself 
to assert, was left undone of all that human fore- 
sight could suggest, or human ingenuity could 
accomplish. But observe the melancholy result: 
the more certain did these arrangements strike 
people as remedies for the evil, so much the more 
effectually did they aid the terror, but, above all, 
the awe, the sense of mystery, when ten cases of 
total extermination, applied to separate house- 
holds, had occurred, in every one of which these 
precautionary aids had failed to yield the slight- 
est assistance. The horror, the perfect frenzy of 
fear, which seized upon the town after that ex- 
perience, baffles all attempt at description. Had 
these various contrivances failed merely in some 
human and intelligible way, as by bringing the 
aid too tardily—still, in such cases, though the 
danger would no less have been evidently deep- 
ened, nobody would have felt any further myste- 
ry than what, from the very first, rested upon 
the persons and the motives of the murderers. 
But, as it was, when, in ten separate cases of 
exterminiating carnage the astounded police, after 
an examination the most searching, pursued from 
day to day, and almost exhausting the patience 
by the minuteness of the investigation, had 
finally pronounced that no attempt apparently 
had been made to benefit by any of the signals 
preconcerted, that no footstep apparently had 
moved in that direction—then, and after that 
result, a blind misery of fear fell upon the popu- 
lation, so much the worse than any anguish of 
beleaguered city that is awaiting the storming 
fury of a victorious enemy, by how much the 
shadowy, the uncertain, the infinite, ig at all 
time more potent in mastering the mind than'a 
danger that is known, measurable, palpable, 
and human. The very police, instead of offering 
protection or encouragement, were seized with 
terror for themselves. And the general feeling, 
as it was described to me by a grave citizen 
whom I met in a morning walk (for the over- 
mastering sense of a public calamity broke down 
every barrier of reserve, and all men talked free- 
ly to all men in the streets, as they would have 
done during the rockings of an earthquake), was, 
even amongst the boldest, like that which some- 
times takes possession of the mind in dreams— 
when one feels one’s self sleeping alone, utterly 
divided from all call or hearing of friends, doors 
opon that should be shut, or unlocked that 
should be trebly secured, the very walls gone, 
barriers swallowed up by unknown abysses, noth- 
ing around one but frail curtains, and a world 
of illimitable night, whisperings ata distance, 
correspondence going on between darkness and 
darkness, like one deep calling to another, and 
the dreamer’s own heart the centre from which 
the whole network of this unimaginable chaos 
radiates, by means of which the blank privations 
of silence and darkness become powers the most 
positive and awful. 


Agencies of fear, as of any other passion, and, 
above all, of passion felt in communion with 
thousands, and in which the heart beats in con- 
scious sympathy with an entire city, through all 
its regions of high and low, young and old, 
strong and weak; such agencies avail to raise 
and transfigure the natures of men; mean minds 
become elevated ; dull men become eloquent ; and 
when matters came to this crisis, the public feel- 
ing, as made known by voice, gesture, manner, 
or words, was such that no stranger could rep- 
resent it to his fancy. In that respect, there- 
fore, I hadan advantage, being upon the spot 
through the whole course of the affair, for giving 
a faithful narrative ; as I had still more eminent- 
ly, from the sort of central station which I oc- 
cupied with respect toall the movements of the 





case. I may add that I had another advantage, 
not possessed, or not in the same degree, by 
any other inhabitant of the town. I was per- 
sonally acquainted with ever family of the slight- 

“est account belonging to the resident population; 
whether amongst the old local gentry, or the 
new settlers whom the late wars had driven to 
take refuge within our walls. 

It was in September, 1815, that I received a 

letter from the chief sceretary to the Prince of 
M ,® nobleman connected with the dip- 
lomacy of Russia, from which I quote an extract: 
**I wish, in short, to recommend to your atten- 
tions, and in terms stronger than I know how to 
devise, a young man on whose behalf the czar 
himself is privately known to have expressed the 
very strongest interest. He was at the battle of 
Waterloo as aid-de-camp to a Dutch gen2ral 
officer, and is decorated with distinctions won 
upon that awful day. However, though serving 
in that instance under English orders, and al- 
though an Englishman of rank, he does not be- 
long to the English military service. He has 
served, young ashe is, under various banners, 
and under ours, in particular, in the cavalry of 
our imperial guard. He is English by birth, 
nephew to the Earl of E., and heir presumptive 
to his immense estates. There is a wild story 
current, that his mother was a gipsey of tran- 
scendent beauty which may account for his 
somewhat Moorish complexion, though, after all, 
that is not of a deeper tinge than I have seen 
amongst many an Englishman. He is himself 
one of the noblest looking of God’s creatures. 
Both father and mother, however, are now dead. 
Since then he has become the favorite of his uncle, 
who detained him in England after the emperor 
had departed—and, as this uncle is now in the 
last stage of infirmity, Mr. Wyndham’'s succes- 
sion to the family estates is inevitable, and prob- 
ably near at hand. Meantime, he is anxious for 
some assistance in his studies. Intellectually he 
stands in the very first "rank of men, as I am 
sure you will not be slow to discover; but his 
long military service, and the unparalled tumult 
of our European history since 1805, have inter- 
fered (as you may suppose) with the cultivation 
of his mind ; for he entered the cavalry service of 
a German power when a mere boy, and shifted 
about from service to service as the hurricane of 
war blew from this point or from that. During 
the French anabasis to Mos:ow he entered our 
service, made himself a prodigious favorite with 
the whole imperial family, and even now is only 
in his twenty-second year. As to his accom- 
plishments, they will speak for themselves; they 
are infinite, and applicable to every situation of 
life. Greek is what he wants from you ;—never 
ask about terms. He will acknowledge any 
trouble he may give you, as he acknowledges all 
trouble, en prince. And ten years hence you will 
look back with pride upon having contributed 
your part to the formation of one whom all here at 
St. Petersburg, not soldiers only, but we diplo- 
mates, look upon as certiain to prove a great man, 
and a leader amongst the intellects of Christen- 
dom.”’ 

Two or three other letters followed; and at 
length, it was arranged that Mr. Maximilian 
Wyndham should take up his residence at my 
monastic abode fur one year. Ile was to keep a 
table, and an establishment of servants, at his own 
cost; was to have an apartment of some dozen or 
so of rooms; the unrestricted use of the library; 
with some other public privileges willingly conced- 
ed by the magistracy of the town; in return for 
all which he was to pay me a thousand guineas; 
and already beforehand, by way of acknowledg- 
ment for the public civilities of the town, he sent, 
through my hands, a contribution of three hun- 
dred guineas to the various local institutions for 
education of the poor, or for charity. 

The Russian secretary had latterly correspond- 
ed with me from a little German town, not 
more than ninety miles distant; and, as he had 
special courtiers at his service, the negotiation 
advanced so rapidly that all was closed before the 
end of September. And, when once that consum- 
mation was attained, I, that previously had 
breathed no syllable of what was stirring, now 
gave loose to the interesting tigings, and suffered 
them to spread through the whole compass of the 
town. It will be easily imagined that such a sto- 
ry, already romantic enough in its first outline, 
would lose nothing in the telling. An English- 
man to begin with, which name of itself, and at 
all times, is a passport into German favor, but 
much more since the late memorable wars that 
but for Englishmen would have drooped into dis- 
connected efforts—next, an Englishman of rank 
and of the haute noblesse—then a soldier covered 
with brilliant distinctions, and in the most bril- 
liant arm of the service ; young, moreover, and 
yet a veteran by his experience—fresh from the 
most awful battle of his planet since the day of 
Pharsalia—raidiant with the favor of courts and 
of imperial ladies ; finally, (which alone would 
have given him an interest in all femate hearts,) 
an Antinous of faultless beauty, a Grecian statue 
as it were, into which the breath of life had been 
breathed by some modern Pygmalion; such a 
pomp of gifts and endowments settling upon one 
man’s head should not have required for its effect 
the vulgar consummation (and yet to many it 
was the consummation and crest of the whole) 
that he was reputed to be rich beyond the dreams 
of romance or the necessities of a fairy tale. Un- 
paralleled was the impression made upon our 
stagnant society ; every tongue was busy in dis- 
cussing the marvellous young Englishman, from 
morning to night ; every female fancy was busy 
in depicting the personal appearance of this gay 
apparition. 

On his arrival at my house, I became sensible 
of a truth, which I had observed some years be- 
fore. The commonplace maxim is, that it is dan- 
gerous to rajse expectations too high. This, 
which is thus generally expressed, and without 
limitation, is true only conditionally ; it is true 
then and there only where there is but little mer- 
it to sustain and justify the expectation. But in 
any case where the merit is transcendent of its 
kind, it is always useful to rack the expectation 
up to the highest point. In anything which par- 
takes of the infinite, the most unlimited expecta- 
tions will find ample room for gratification ; whilst 
it is certain that ordinary observers, possessing 
little sensibility, unless where they have been 
warned to expect, will often fail to see what ex- 
ists in the most conspicuous splendor. In this 
instance it certainly did no harm to the subject of 
expectation that I had been warned to look for so 
much. The warning, at any rate, put me on the 
lookout for whatever eminence there might be of 
grandeur in his personal appearance ; whilst, on 

the other hand, this existed in such excess, so far 
transcending anything I had ever met with in my 
experience, that no expectation which it is in 
words to raise could have been disappointed. 

These thoughts travelled with the rapidity of 
light through my brain, as at one glance my eye 
took in thesupremacy of beauty and power which 
seemed to have alighted from the clouds before 
me. Power, and the contemplation of power, in 
any absolute incarnation of grandeur or excess, 
necessarily have the instantaneous effect of quel- 
ling all perturbation. My composure was restored 
ina moment. I looked steadily at him. We 
both bowed. And, at the moment when he raised 
his head from that inclination, I caught the glance 
of his eye; an eye such as might have been look- 
ed for in a face of such noble lineaments— 

“Blen the nature of the star 





and, therefore, meant by nature for the residence 
and organ of serene and gentle emotions ; but it 
surprised, and atthe same time filled me more 
almost with consternation than with pity, to ob- 
serve that in those eyes a light of sadness had 
settled more profound than seemed possible for 
youth, or almost commensurate to a human sor- 
row ; @ sadness that might have become a Jewish 
prophet, when laden with inspirations of woe. 


Two months had now passed away since the ar- 
rival of Mr. Wyndham. He had been universal- 
ly introduced to the superior society of the place; 
and as I need hardly say, universally received with 
favor and distinction. 
importance, his military honors, and the dignity 
of character, as expressed in his manners and de- 
portment, were too eminent to allow of his being 
treated with less than the highest attention in any 
society whatever. But the effect of these various 
advantages, enforced and recommended as they 
were by a personal beauty so rare, was somewhat 
too potent for the comfort and self-possession of 
ordinary people; and really exceeded, in a painful 
degree, the standard of pretensions under which 
such people could feel themselves at theirease. He 
was not naturally of a reserved turn; far from it. 
His disposition had been open, frank, and confid- 
ing, originally; and his roving, adventurous life, 
of which considerably more than one-half had been 
passed in camps, had communicated to his man- 
ners a more than military frankness. But the 
profound melancholy which possessed him, from 
whatever cause it arose, necessarily chilled the na- 
tive freedom of his demeanor; unless when it was 
revived by strength of friendship or of love. 
The effect was awkward and embarrassing to all 
parties. Every voice paused or faltered when he 
entered a room—dead silence cnsued—not an eye 
but was directed upon him, or else, eunk in timid- 
ity, settled upon the floor ; and young ladies seri- 
ously lost the power, fora time, of doing more 
than murmuring a few confused, half-inarticulate 
syllables, or half-inarticulate sounds. The so- 
lemnity, in fact of a first presentation, and the 
utter impossibility of soon recovering a free, un- 
embarrassed movement of conversation, made such 
scenes really distressing to all who participated in 
them, either as actors or spectators. Certainly 
this result was not a pure effect of manly beauty, 
however heroic, and in whatever excess; it arose, 
in part from the many and extraordinary endow- 
ments which had centered in his person, not less 
from fortune than from nature; in part also, as I 
have said, from the profound sadness and freezing 
gravity of Mr. Wyndham‘s manner; but still more 
from the perplexing mystery which surrounded 
that sadness. 


Were there, then, no exceptions to this condi- 
tion of awe-struck admiration? Yes, one at least 
there was in whose bosom the spell of all-conquer- 
ing passion soon thawed every trace of icy re- 
serve. Whilst the rest of the world retained a 
dim sentiment of awe towards Mr. Wyndham, 
Margaret Liebenheim only heard of such a feel- 
ing to wonder that it could exist towards him. 
Never was there so victorious a conquest inter- 
changed between two youthful hearts—never be- 
fore such a rapture of instantaneous sympathy. 
I did not witness the first meeting of this mys- 
terious Maximilian and this magnificent Margaret 
and do not know whether Margaret manifested 
that trepidation and embarrassment which dis- 
tressed so many of her youthful co-rivals; but, 
if she did, it must have fled before the first glance 
of the young man’s eye, which would interpret, 
past all misunderstanding, the homage of his soul 
and the surrender of hisheart. Their third meet- 
ing, 1 did see ; and there all shadow of embar- 
rassment had vanished, except, indeed, of that 
delicate embarrassment which clings to impas- 
sioned admiration. On the part of Margaret, it 
seemed as if a new world had dawned upon her 
that she had not so much as suspected amongst 
the capacities of human experience. Like some 
bird she seemed, with powers unexercised for 
soaring and flying, not understood even as yet, 
and that never, until now, had found an element 
of air capable of sustaining her wings, or tempt- 
ing her to put forth her buoyant instincts. He, 
on the other hand, now first found the realization 
of his dream, and fora mere possibility, which 
he had long too deeply contemplated, fearing, 
however, that in his own case it might prove a 
chimera, or that he might never meet a woman 
answering the demands of his heart, he now 
found a corresponding reality that left nothing to 
seek. 

Here, then, and thus far, nothing but happi- 
ness had resulted from the new arrangement. But 
if this had been little anticipated by many, far 
less had I, for my part, anticipated the unhappy 
revolution which was wrought in the whole na- 
ture of Ferdinand von Herrelstein. He was the 
son of a German baron, a man of good family, 
but of small estate, who had been pretty nearly 
a soldier of fortune in the Prussian service, and 
had, late in life, won sufficient favor with the 
King and other military superiors to have an car- 
ly prospect of obtaining a commission, under flat- 
tering auspices, for this only son—a son endeared 
to him as the companion of unprosperous years, 
and as a dutiful affectionate child. Ferdinand 
had yet another hold upon his father’s affections; 
his features preserved to the baron’s uncldéuded 
remembrance a most faithful and living memorial 
of that angelic wife who had died in giving birth 
to this third child—the only one who had long 
survived her. Anxious that his son should go 
through a regular course of mathematical instruc- 
tion, now becoming annually more important in 
all the artillery services throughout Europe, and 
that he should receive a tincture of other liberal 
studies, which he had painfully missed in his own 
military career, the Baron chose to keep his son 
for the last seven years at our college, until he 
was now entering upon his twenty-third year. 
For the last four he had lived with me as the sole 
pupil whom I had, or meant to have, had not 
the brilliant proposals of the young Russian 
guardsman persuaded me to break my resolution. 
Ferdinand von Harrelstein had good talents, not 
dazzling but respectable; and so amiable were 
his temper and manners that I had introduced 
him everywhere, and everywhere he was a favorite; 
and everywhere, indeed, except exactly there 
where only in this world he cared for favor. Mar- 
garet Liebenheim, she 1t was whom he loved, and 
had loved for years, with the whole ardor of his 
ardent soul; she it was for whom, or at whose 
command, he would willingly have died. Early 
he had felt that in her hands lay his destiny ; 
that she it was who must be his good or his evil 
genius. 

At first and perhaps to the last, 1 pitied him 
exceedingly. But my pity soon ceased to be min- 
gled with respect. Before the arrival of Mr. 
Wyndham he had shown himself generous, indeed 
magnanimous. But never was there so painful 
an overthrow of a nolle nature as manifested it- 
self in him. I believe that he had not himself 
suspected the strength of his passion; and the 
sole resource for him, as I said often, was to quit 
the city—to engage in active pursuits of enter- 
prise, of ambition, or of science. But he heard 
me asa somnambulist might have heard me— 
dreaming with his eyes open. Sometimes he had 
fits of reverie, starting, fearful, agitated ; some- 
times he broke out into maniacal movements of 
wrath, invoking some absent person, praying, be- 
seeching, menacing some air-woven phantom ; 
sometimes he slunk into solitary corners, mutter- 
ing to himself, and with gestures sorrrowfully 
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tulation that moved the most callous to compas- 
sion. Still he turned a deaf ear to the only prac- 
tical counsel that hada chance for reaching his 
ears. Like a bird under the fascination of a rat- 
tlesnake, he would not summon up the energies 
of his nature to make an effort at flying away. 
**Begone, whilst it is time!’’ said others as well 
as myself; for more than I suw enough to fear 
some fearful catastrophe. ‘Lead us not into 
temptation,’’ said his confeseor to him in my hear- 
ing (for though Prussians, the Von Harrelsteins 
were Roman Catholics,) ‘‘lead us not into tempt- 
ation !—that is our daily prayer to God. Then, 
my son, being led into temptation, do not you 
persist in courting, nay almost tempting tempta- 
tion. Try the effects of absence, though but for 
a month.’’ The good father even made an over- 
ture towards imposing a penance upon him, that 
would have involved an absence of some duration. 
But he was obliged to desist ; for he saw that, 
without effecting any good, he would merely add 
spiritual disobedience to the other offences of the 
young man. Ferdinand himself drew his atten- 
tion to this; for he said: ‘*Reverend father! do 
not you, with the purpose of removing me from 
temptation, be yourself the instrument for tempt- 
ing me into a rebellion against the church. Do 
not you weave snares about my steps ; snares there 
are already, and but too many.”” The old man 
sighed, and desisted. : 
Then came—but enough! From pity, from 
sympathy, from counsel, and from consolation, 
and from scorn—from each of these alike, the 
poor stricken deer ‘‘recoiled into the wilderness ;”’ 
he fled for days together into solitary parts of the 
forest ; fled, as I still hoped and prayed, jn good 
earnest and for a long farewell; but, alas! no; 
still he returned to the haunts of his ruined hap- 
piness and his buried hopes, at each return look- 
ing more like the wreck of his former self; and 
once I heard a penetrating monk observe, whose 
convent stood near the city gates: ‘‘There goes 
one ready equally for doing or suffering, and of 
whom we shall soon hear that he is involved in 
some great catastrophe—it may be of deep ca- 
lamity—it may be of memorable guilt.’’ 


So stood matters amongst us. January was 
drawing to its close; the weather was growing 
more and more winterly ; high winds, piercingly 
cold, were raving through our narrow streets ; 
and still the spirit of social festivity bade defi- 
ance to the storms which sang through our an- 
cient forests. From the accident of our magis- 
tracy being selected from the tradesmen of the 
city, the hospitalities of the place were far more 
extensive than would otherwise have happened ; 
for every member of the corporation gave two an- 
nual entertainments in his official character. And 
such was the rivalship which prevailed, that of- 
ten one-quarter of the year’s income was spent 
upon these galas. Nor was any ridicule thus in- 
curred ; for the costliness of the entertainment 
was understood to be an expression of official pride 
done in honor of the city, not as an effort of per- 
sonal display. It followed, from the spirit in 
which these half-yearly dances originated, that, 
being given on the part of the city, every stranger 
of rank was marked out as a privileged guest, 
and the hospitality of the community would have 
been equally affronted by failing to offer, or fail- 
ing to accept the invitation. 

Hence it had happened that the Russian guards- 
man had been introduced into many a family 
which otherwise could not have hoped for such a 
distinction. Upon the evening at which Iam 
now arrived, the twenty-second.of January, 
1816, the whole city, in its wealthier classes, was 
assembled beneath the roof ofa tradesman who 
had the heart of a prince. In every point the 
entertainment was superb ; and I remarked that 
the music was the finest I had heard for years. 
Our host was in joyous spirits; proud to sur- 
vey the splendid company he had gathered under 
his roof; happy to witness their happiness ; ela- 
ted in their elation. Joyous was the dance— 
joyous were all faces that I saw—up to midnight, 
very soon after which time supper was announced 
and that also, I think, was the most joyous of all 
the banquets I ever witnessed. The accomplished 
guardsman outshone himself in brilliancy ; even 
his melancholy relaxed. In fact, how could it 
be otherwise ? near to him sat Margaret Lieben- 
heim—hanging upon his words—more lustrous 
and bewitching than ever I had beheld her. There 
she had been placed by the host; and everybody 
knew why. That is one of the luxuries attached to 
love; all men cede their places with pleasure ; 
women make way. Even she herself knew, 
though not obliged to know, why she was seated 
in that neighborhood; and took her place, if 
with a rosy suffusicn upon her cheeks, yet with 
fullness of happiness at her heart. 


The guardsman pressed forward to claim Miss 
Liebenheim’s hand for the next dance; a move- 
ment which she was quick to favor, by retreat- 
ing behind one or two parties from a person who 
seemed coming towards her. The music again 
began to pour its voluptuous tides through the 
bounding pulses of the youthful company ; again 
the flying feet of dancers began to respond to 
the measures ; again the mounting spirit of de- 
light began to fill the sails of the hurrying night 
with steady inspiration. All went happily. Al- 
ready had one dance finished ; some were pacing 
up and down, leaning on the arms of their part- 
ners; some were reposing from their exertions ; 
when—O heavens! what a shriek! what a gath- 
ering tumult! 

Every eye was bent towards the doors—every 
eye strained forwards to discover what was pass- 
ing. But there, every moment, less and less 
could be seen, for the gathering crowd more and 
more intercepted the view; so much the more 
was the ear at leisure for the shrieks redoubled 
upon shrieks. Miss Liebenheim had moved down- 
wards to the crowd. From her superior height 
she overlooked all the ladies at the point where 
she stood. In the centre stood a rustic girl, 
whose features had been familar to her some 
months. She had recently come into the city, 
and had lived with her uncle, a tradesman, not 
ten doors from Margaret’s own residence, partly 
on the terms of a kinswoman, partly asa ser- 
vant on trial. At this moment she was exhaust- 
ed with excitement, and the nature of the shock 
she had sustained. Mere panic seemed to have 
mastered her ; and she was leaning, unconscious 
and weeping, upon the shoulder of some gentle- 
man, who was endeavoring to soothe her. A 
silence of horror seemed to possess the company, 
most of whom were still unacquainted with the 
cause of the alarming interruption. A few, 
however, who had heard her first agitated words, 
finding that they waited in vain fora fuller ex- 
planation, now rushed tumultuously out of the 
ball-room to satisfy themselves on the spot. The 
distance was nof great; and within five minutes 
several persons returned hastily, and cried out to 
the crowd of ladies that all was true which the 
young girl had said. “What was true?’’ That 
her uncle Mr. Wesshaupt’s family had been 
murdered ; that not one member of the family 
had been spared—namely, Mr. Weishaupt him- 
self and his wife, neither of them mach above six- 
ty, but both infirm beyond their years; two 
maiden sisters of Mr. Weishaupt, from forty 
to forty-six years of age, and an elderly female 
domestic. 

An incident happened during the recital of 
horrors, and of the details which followed, that 
furnished matter for conversation even in these 
hours when so thrilling an interest had possess- 
ion of all minds. Many ladies fainted; amongst 





them Miss Liebenheim—and she would have fall- 
en to the ground but for Maximilian, who sprang 
forward and caught her in hisarms. She was 
long returning to herself; and, during the agony 
of his suspense, he stooped and kissed her pallid 
lips. That sight was more than could be borne 
by one who stood a little behind the group. He 
rushed forward, with eyes glaring like a tiger’s 
and levelled a blow at Maximilian. It was poor 
maniacal Yon Harrelstein, who had been absent 
in the forest fur a week. Many people stepped 
forward and checked his arm, uplifted for a rep- 
etition of the outrage. One or two had some in- 
fluence with him, and led him away from the 
spot; whilst as to Maximilian, so absorbed was 
he that he had not so much as perceived the af- 
front offered to himself. Margaret, on reviving, 
was confounded at finding herself so situated 
amidst a great crowd; and yet the prudes com- 
plained that there was a look of love exchanged 
betwen herself and Maximilian, that ought not 
to have escaped her in such a situation. If they 
meant by such a situation, one so public, it must 
be also recollected that it wasa situation of ex- 
cessive agitation ; but, if they alluded to the hor- 
rors of the moment, no situation more naturally 
opens the heart to affection and confiding love 
than the recoil from scenes of exquisite terror. 


An examination went on that night before the 
magistrates, but all was dark ; although suspi- 
cion attached to a negro named Aaron, who had 
occasionally been employed in menial services by 
the family, and had been in the house immediate- 
ly before the murder. The circumstances were 
such as to leave every man in utter perplexity as 
to the presumption for and against him. His 
mode of defending himself, and his general de- 
portment, were marked by the coolest, nay, the 
most sneering indifference. The first thing he did 
on being acquainted with the suspicion against 
himself, was to laugh ferociously, and to all ap- 
pearance most cordially and unaffectedly. He 
demanded whether a poor man, like himself, 
wou.d have left so much wealth as lay scattered 
abroad in that house, gold repeaters, massy plate, 
gold snuff-boxes—untouched? That argument 
certainly weighed much inhis favor. And yet 
again it was turned against him; fora magis- 
trate asked him how he happened to know already 
that nothing had been touched. True it was, and 
a fact which had puzzled no less than it had awed 
the magistrates, that upon their examination of 
the premises, many rich articles of bijouterie, jew- 
elry, and personal ornaments, had been found ly- 
ing underanged, and apparently in their usual sit- 
uations ; articles so portable that in the very 
hastiest flight some might have been carried off. 
In particular, there was a crucifix of gold, en- 
riched with jewels so large and rare, that of itself 
it would. have constituted a prize of great magni- 
tude. Yet this was left untouched, though sus- 
pended ina little oratory that had been magni- 
ficently adorned by the elder of the maiden sisters. 
There was an altar, in itself a splendid object, 
furnished with every article of the most costly 
material and workmanship, for the private cele- 
bration of mass. This crucifix, as well as every- 
thing else in the little closet, must have been seen 
by one at least of the murderous party ; for hith- 
er had one of the ladies fled; hither had one of 
the murderers pursued. She had clasped the gold- 
en pillars which supported the altar—had turn- 
ed, perhaps, her dying looks upon the crucifix ; 
for there, with one arm still wreathed about the 
altar-foot, though in her agony she had turned 
round upon her face, did the elder sister lie when 
the magistrates broke open the street door. And 
upon the beautiful pargurt, or inlaid floor, which 
ran around the room, were still impressed the 
footsteps of the murderer. These, it was hoped, 
might furnish a clue to the discovery of one at 
least among the murderous band. They were 
rather difficult to trace accurately ; those parts 
of the traces which lay upon the black ¢assel@ be- 
ing less distinct ia the outline than the others 
upon the white or colgred. Most unquestionably 
so far as this went, it furnished a negative circum- 
stance in favor of the negro, for the footsteps 
were very different in outline from his, and small- 
er, for Aaron was a man of colossal build. And 
as to his knowledge of the state in which the 
premises had been found, and his having so fami- 
liarly relied upon the fact of no robbery having 
taken place as an argument on his own behalf, he 
contended that he had himself been amongst the 
crowd that pushed into the house along with the 
magistrates; that, from his previous acquaint- 
ance with the rooms and their ordinary condi- 
tion, a glance of the eye had been sufficient for 
him to ascertain the undisturbed condition of all 
the valuable property most obvious to the grasp 
of a robber; that, in fact, he had seen enough 
for his argument before he and the rest of the 
mob had been ejected by the magistrate; but 
finally, that independently of all this, he had 
heard both the officers, as they conducted him, 
and all the tumultuous gatherings of people in 
the street, arguing for the mysteriousness of the 
bloody transaction upon that very circumstance 
of so much gold, silver and jewels, being left be- 
hind untouched. 

In six weeks or less from the date of this ter- 
rific event, the negro was set at liberty by a ma- 
jority of voices amongst the magistrates. In 
that short interval other events had occurred no 
less terrific and mysterious. In this first mur- 
der, though the motive was dark and unintelligi- 
ble, yet the agency was not so; ordinary assas- 
sins apparently, and with ordinary means, had 
assailed a helpless and unprepared family; had 
separated them ; attacked them singly in flight 
(for in this first case all but one of the murdered 
persons appeared to have been making for the 
street-door); and in all this there was no subject 
for wonder, except the original one as to the 
motive. But now came a series of cases des- 
tined to fling this earliest murder into the shade. 
Nobody could now be unprepared ; and yet the 
tragedies, henceforwards, which passed before us, 
one by one, in sad, leisurely, or in terrific groups, 
seemed to argue a lethargy like that of apoplexy 
in the victims, one and all. The very midaight 
of-mysterious awe fell upon all minds. 

[To BE CONTINUED. ] 











A tapy who called on a witty friend who was 
not at home, finding the piano dusty, wrote upon 
it slattern. The next day they met, and the lady 
said, ‘I called on you yesterday.’’ ‘Yes; I saw 
your card on the piano.”’ 





A FEMALE correspondent of a St. Louis paper 
speaks of a sight which she saw lately, which, 
she says, made her “smack her lips,’’ upon which 
an exchange remarks that it seemsa pity that 
ladies in that city have to smack their own lips. 





‘«Waar a strain that is,” said Mrs. Parting- 
ton, as she heard an aria from Lucia sung in the 
highest style by a young lady where she was visit- 
ing. ‘*Yes,”’ was the reply, ‘‘that is operatic.” 
‘Upper attic, is it ?’’ said she ; ‘I should think 
it was high enough to be on the top of the house.” 
Mrs. Partington does not believe that mere 
screaming constitutes melody. 





Love iv SHort Hanp. A love letter which 
was picked up in this city within a day or two, 
had the following elequent postscript, which tells 
the whole story in a very few words :— 

Ellen i 
ei he 


‘* Believe it for 
it is true. 





IN PRESS. IN PRESS. 
**COUNTRY LIFE.”’’ 
A GREAT AGRICULTURAL WORK, 


(vam the ground of AcricuLtore, Horricutture, and 
J Laxpscape GarpentnG, with 225 superb illustrations, de- 


* signed and engraved expressly for the work, by eminent Artists. 


By R. Morais Coretanp, Esq. Such a work as the above has 
long been needed, combining in one volume a whole Library of 
Facts, and the experiences of the best Agriculturists in both 
hemispheres, brought down to the present day, and all arranged 
in months, so that any cultivator of the soil, be he the proprietor 
of hundreds of acres, or of a single acre, can have before him a 
Practical Manual, or rather an Eneyclopediaw, divided into 
months, showing him at a glance just what must do in every 
month in the year, when to plow, when to plant, and what to 
plant, how to plow, and how to plant, from the smallest flower 
to the cereals which sustain life. Also the most complete des- 
cription of the manner of constructing and managing Hot Houses, 
containing a thorough treatise, with full illustrations on Rose 
Culture, together with descriptions of the principal Flowers, 
Plants and Shrubs, which can be cultivated here, and how to 
cultivate them, and the most elaborate treatise yet published on 
Laxpscare GakpeNinG, with numerous plans for laying out 
gardens, or fields, or entire farms, with complete plans and 
descriptions for draining lands. 

Mr. Copeland is well known in his profession; he has made it 
the enthusiastic study of his life, and probably there is not a 
man living in this country, who is better qualified than he for so 
great an undertaking. And that he has acquitted himself nobly 
in this great work which he now offers to the public, we have the 
testimony of several of our most distinguished Agriculturists, 
who have examined his proof sheets. 

This work will be published about the 20th of May, in 
perb 8vo vol. of 800 pages, with 225 elegant illustrati 
Taree DoLLars. 

In order, however, to place so valuable a work (which, in the 
language of a gentleman of high culture and extensive experi- 
ence, who has read all the proof sheets) “contains more and bet- 
ter information, than any six books on those subjects,” within 
the reach of all, we shall issue an edition on smaller paper, and 
sell for Two Do.iiars, depending on large sales to compensate 
us for the large outlay. 

We want a few rinst Rate AGENTS, and onlya few. We want 
those who have had ExpeRrence in selling books of this high 
order. We wili give such a territory sufficiently large to employ 
them constantly for one year. 

All applications should be addressed to the Publishers. 

In ordering single copies by mail, please state which edition 
is wanted. JOHN Pb. JEWRTT & CO., 

4wisl9 20 Washington Street, Boston. 


one su- 
Price 
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Jacob Chickering’s Piano Fortes. 
385 Washington St. Boston, Mass, 

N Y Pianos being made at my own Factory, under my direct 

supervision, with the Fut Iron Piare, I will warrayxt 
to be of the first class, to stand well in any climate, and to Give 
SarTisFaction, or the money shall be refunded. 

JACOB CHICKERING. 
N.B. Each Instrument has the name, “Jacop Cuicksrixe, 

in full. 


CARD. Mr. A. B. LINCOLN, formerly of this city, having 
the superintendence of Mr. Chickering’s business in Boston, invites 
his friends and the citizens of Augusta and vicinity to call, and 
will promise those in want of a Piano Forte, a Superior Instru- 
ment, at a moderate price. tf 








The Progressive Speller and Definer. 

BY SALEM TOWN, LL. D., AND NELSON M. HOLBROOK, 
N Entirely new compilation containing more words than 
any speller extant. 

This Speller is designed to aecompany the Procressive Series 
of Readers, by the same authors. It embraces not only all the 
requisites found in Spellers of the present day, out also mucn 
THAT IS ORIGINAL AND VALUABLE. 

School Committees, Town Superintendents and Teachers will 
be furnished at our store with copies free for examination ; or 
copies will be sent by mail on receipt of 12 cents in postage 
stamps. Terms liberal for introduction. 

BAZIN & ELLSWORTH. 

13 Washington St., Boston. 13tf 


re 8 Farm for Sale. 


BA: HE subscriber offers for sale his FARM situated in 
Mt Vernon about 3 miles from the Village and 6 
miles from Readfield Depot. Said Farm contains 60 acres of ex- 
cellent land in a good state of cultivation and very easily tilled. 
It is suitably divided into mowing, tillage and pasturage with 
two good thrifty wood lots. It is well watered, and has a young 
engrafted orchard, with very good buildings on the same. Said 
Farm cuts from twelve to fifteen tons of hay annually. Meeting, 
School and mill privileges near. Also the Stock and farming tools 
will be sold with the Farm if desired. Also another lot of land 
adjoining the highway, about fifty rods distant from the aforesaid 
Farm, containing 25 acres. There is an orchard of 180 good 
thrifty apple trees partly engrafted, a good wood lot and pastur- 
age on the same. The above will all be sold together or separate- 
ly, to suit purchasers. Said Farm can be had ata bargain if ap- 
plied for soon. Terms of payment made easy. 
Mt. Vernon, Feb 23, 1859. BENJ. B. CREASY. 





latf 
Real Estate for Sale. 


pe Ts Subscriber offers his premises for sale, situated on 
Bi Kent’s Hill, Readfield, consisting of Dwelling House, 
a Wood shed, Stable and Shop, with six acres of land con- 
nected therewith. The buildings are nearly new, in good repair 
and are supplied with a good well of soft water. The location is 
a desirable one for those who may wish to send their children to 
school or take boarders, being in thei mmediate vicinity of the 
Maine Wesleyan Seminary, Eaton’s Boarding school, and the 
Female College now in course of construction. Terms easy. For 
further particulars call on John Jewett, who hasa quantity of 
and joining, and will sell te any person who wishes to purchase 
more land in connection with the above. 
Mt. Vernon, March 9th 1859. 13tf . GEO. A. JEWETT. 








Farm for Sale. 


“ITUATED on Kent’s Hill, Readfield, Me., common 

ger i) ly known as the “Joshua Packard farm,” contain- 
HA: ing eighty acres of first rate land suitably divided as 
UH, to Mowing, Tillage and pasturing, with a good Wood 
Lot and Orchard, the buildings are large and commodious; there 
are two wells of never-failing water, one at the house and one at 
the barn, supplied with chain pumps. Said farm is in the imme- 
diate vicinity of the Maine Wesleyan Seminary, Eaton’s Boarding 
School for Boys, and the Female College now in proces of con- 
struction, together with Meeting House, Post Office and School 
House, all within the distance of a hundred rods, making it one 
of the most desirable situations in the State. The above property 
will be sold at a good bargain if applied for soon. Terms liberal. 
Also, the Hay, Stock and Farming Tools if desired. Apply to 
the subscriber on the premises, R. E. SKOFIELD 


Kent's Hill, Oct 3, 1858. 42tf 





Augusta Dye House. 
To the Ladies. 


Fitth Year of the Enterprise! 


NEW LIST OF GIFTS FOR 1859! 
Catalogues Free to All. 
G G. EVANS & CO., AT THEIR ORIGINAL GIFT BOOK- 
¥, STORE, No. 45 Cornhill, Besten, commence the 
new year with an enlarged Catalogue,—a greater variety of gifts 
—increased facilities for buying sand doing business, an 
are now prepared to offer greater inducements to Book buyers 
than ever before. 

Time has proved that the Gift system is permanent. EVANS 
& CO., are determined to prove that their establishment is con- 
ducted under that system in a more liberal and impartial man- 
ner than any other. Having lived down almost all opposition, 
and having the legitimacy of their plan of operation acknowl. 
edged from Maine to California, they can afford to be generous 
Try them and judge for yourself. 


Schedule of Gifts. 
Patent English Lever Gold Watches, 
Patent Anchor Gold Watches, 
Ladies’ 18 carat case Gold Watches, 
Ladies’ 18 carat case Gold Watches, 
Gent’s Silver Lever Watches, 
Gent’s Bilver Lever Watches, 
Gent’s Silver Lepine Watches, 
Parlor Time Pieces, new pattern, 
Parlor Time Pieces, from 
Gent’s Gold Vest Chains, 
Gent’s Heavy Plated Vest Chains. 
Ladies’ Gold Chains, 
Misses’ Gold Chains, 
Ladies’ Gold Spring Lockets, 
Ladies’ Gold Snap Lockets, 
Misses’ Gold Lockets, 
Ladies’ Lava Sets, (Pin and Ear Drops) 
Ladies’ Cameo Sets eas. 
Ladies’ Gold Stone Bets, « « « 
Ladies’ Cameo 
Ladies’ Gold Stone Pins, 
Ladies’ Florentine Pins, 
Gent’s Gold Pencils, 
Gent’s Gold Pencils with Gqgd Pens, 
Ladies’ Gold Pencils, 
Ladies’ Gold Pens with handles, 
Gent’s Cluster Pins, opal centre, 
Gent’s Pins, stone setting, 
Ladies’ and Gent’s Silver Pencils, 
Ladies’ and Gent's Silver Peacils with Gold Pens, 
Ladies’ Gold Bracelets, various styles, 
Ladies’ and Misses’ Ribbon 
Ladies’ and Gent’s Gold Sleeve 
Gent’s Cameo and Gold Stone 
Gent's Engraved Studs, 
Gent’s Plain Studs, 
Ladies’ Shaw! or Ribbon Pins, 
Ladies’ Gold Crosses, 2.00 

Besides a large assortment of miscellaneous articles of Jewe 
elry wo us to tion, varying in prices from 50 cts., to 
$25.00. 

Silver Plated Ware, Pen-Knives, Gold and Silver Thimbles, 
Money Bags, Articles for the Toilet, &c. &c., varying in value 
from 25 cts , to $1.00. 

500 Dollars Worth 
(at lowest wholesale prices,) of the above Gifts will be impartial- 
ly distributed among purchasers, with every $1000 worth of 
Books soid. 

All Books sold at Publishers’ lowest retai/ prices. 

Our Ca*alogue of Books embraces all of the most popular An- 
cient and Modern Books, in variety to suit all tastes, -including 
History, Biography, Fiction, Musical, Medical, Religious and 
Miscellaneous Literature, and is sent Free to any address. 

Family Bibles. 

We keep the best assortment of FAMILY BIBLES to be 
found in New England, at the very lowest prices. 

Orders from Clubs or single individuals solicited from all parts 
of the country, to which perfect satisfaction will be guarantied in 
all cases. 

Greater inducements to Agents getting up Clubs, and better 
satisfaction given to purchasers than by any other concern in 
thecountry. Please send for a Catalogue. 

N. B.—We do not issue our Catalogue from a garret nor down 
cellar, where strangers cannot find us. Our Store is one of the 
largest and most spacious in Boston, where visitors from the 
country are cordially invited to call and see for themselves. 


G. G. EVANS & CO. 
45 Cornhill, Boston. 


3m10 
You had Better Try 


\ ¥Y MOTHER’S SALVE. 

5 THIS CELEBRATED PREPARATION has obtained an 
enviable and world-wide reputation for its GREAT UURATIVE PROP- 
EkTIzs, and has been the agent of relieving so many sufferers. 
restoring them to health and usefulness, that the proprietors feel 
it a duty they owe to the public for their generous patronage be- 
stowed upon this Satve, to make it accessible to sick and poor 
that all afflicted may avail themselves of its healing qualities. 

“MY MOTHER’S SALVE” is a perfect chemical compound 
prepared from roots herbs, gathered from the forest, and posses- 
es Healing, Soothing, and Pain-relieving Virtues never be- 
fore combined in a Salve or Ointment. 

“MY MOTHER'S SALVE” is safe and effectual, and all those 
troubled with Kueumatism, Sact Rugecm, Erysipecas, Gort, 
Prves, and such like diseases, will find in its use great relief, and 
in most cases a permanent cure. 

“MY MOTHER’S SALVE” in a Burn or Scald, takes out the 
fire, soothes the irritating pain, and heals the wound more speed 
ily and effectually than any other preparation. 

“MY MOTHER’S SALVE” is worthy of confidence, and thou 
sands having used it and recommended it to their friends is a test 
of its worth. Directions for using 

“MY MOTHER’S SALVE” 
are simple. Every mother and nurse knows how spread a plas 
ter and dress a sore, and all who use the Salve will apply it in 
proportions, renewed at times, as good judgment may direct.— 
For Rheumatism and other pains, rub the parts smartly with the 
Salve. In cases of Cough, Tightness of the Langs, Sore Throat, 
and such like ails, rub as in case of Rheumatism. In any case 
of pain a good result follows the use of this Salve. Prepared by 
A. M. BECK BURRILL & BUNTING, 
— . So_e Proprietors, 
oO. remont Street, 
(Two doors south of Court Street,) ; BOSTON. 

For sale by J. W. COFREN and C. F. POTTER, Augusta, 
and at all the Apothecaries’ and Family Stores in the country. 
47 


Sieed 


ean Kaeceator 
sssseses 


ee Sd ed 


e — ss 
oc 
= 


es seses223 


§ 


+ pom pono RES 
eS S8s8s2E8 
SS Sssssss 


yom ge 
ses 
sss 


uttons, 
Studs, 


SSSSSSSSSS3SSSESSSESESSES3S3E3' 


-es 
ooo 











THE GREAT REMEDY 
Fer Coughs, Colds Bronchitis and 
INCIPIENT CONSUMPTION, 

BOUT five years ago the European Cough Remedy was in- 
troduced into this city, and it is presumed that but few are 

now. unacquainted with its virtues; many are now living, who, 
but for its remedial power, would have been long since in the 
Spirit land. The Agents have just received afresh supply of 
this invaluable medicine and all who are suffering from coughs, 
and have therefore cause for dreading consumption, are invited 
to give ita trial. The following case of cure has been sent with 





TOW isthe time to get vour Cashmere Shawls cleansed while 
there is no dust flying Silk and Woolen dresses dyed in 
first rate style,—also Shawis, Veils, &c. 

Gents’ garments dyed witnout being ripped. Articles for 
mourning returned in afew days Articles sent by express or 
stage promptly attended to. 

Agents.—Wiscasset, Miss L. M. Holt rook ; Bath, Miss Hedge; 
Waterville, Mrs. Bradbury llu 


DENTISTRY. 


HE subscriber, thankful for the very liberal patronage which 
he has received during a ten years’ practice in his present 
location, takes this opportunity to inform his friends and the 
public generally, that he still continues at his old stand, where 
he may be found ready to perform all operations upon the teeth 
He manufactures and inserts artificial teeth, from one to an en- 
tire set, upon any of the principles, andin any of the styles 
known to the dental profession. He hopes, by care and faithful- 
ness, to merit a cortinuance of favors. J.B. FILLEBROWN. 
Winthrop, Jan. 27, 1859. lyré*. 


New Hardy Grapes. 


NCLUDING Concord, Delaware, Hartford Pro- 
lific, Clara, Rebecca, Northern Muscadine, 
Ramsdell, and twenty other new varieties. See 
new Catalogue. 
New Cvuxrants. La Caucasse, Fertile of Pallua, 
Versallaise, Cherry, White Grape, Knight's Large, &c. 
Srrawserries. Peabody’s, Wilson’s Albany, Hooker, Hovey, 
Virginia, Cahoon’s Mammoth Rhubarb, Linneus and Victoria, 
and twenty other varieties. For Catalogue, address 
6t16 JOHN W. ADAMS, Portland. 


Table Cutlery. 
i Handled and Common Knives (with or without Forks). 
Also, Plated Forks, Spoons, Castors, Cake and Card Baskets, 
Oval and common shaped Tea Trays, Table Mats, Feather Dus 
ters, &c., &c., at low prices. For sale at PIERCE’S Crockery 
Store, No, 4, Union Block, Water Street. 
Augusta, March, 1, 1859. ll 














Plows! Plows! 
HE NORTH BERWICK IMPROVED PREMIUM PLOW, 
. Manufactured by TIMOTHY B HUSSEY, North Berwick, 
ne. 

The subscriber is now prepared to supply the largely increas- 
ing demand for the above named impleme~ts, and respectfully 
solicits orders. Circulars, Testimonials, Prices, &c., sent gratis 
on application. Address, T. B. HUSSEY, 

North Berwick, Me. 3m13 


JOHN W. CHASE, 
Wholesale and Retail Dealer in 
STOVES, FURNACES AND RANGES, 
Fireframes, Farmers’ Boilers, 
Cast Iron Sinks, Chain Pumps, Hollow Ware, 
Tin Plate, Sheet Lron, &c. 
Darsy Biock, Water Street, AUGUSTA, ME. 
Tin ani Sheet Iron Work done to Order. 3 


DENTISTRY. 


Dr. I. SNELL, Dentist. 
LL operations on TEETH performed in a reliable manner. 
ARTIFICIAL Texts inserted, from one to an entire set, in all 
modes. Spscimens of Teeth and Modes of operating cheerfully 
shown and explained, at his Office on Winthrop St., Augusta. 
Sept. 21, 1858. 40 











PARROTT & BRADBURY, 
Successors To A. A. Brrrvss,) 
COMMISSION MERCHANTS, 
and dealers in 
Fleur, Grain, Pork, Lard, 
Cheese, Fish, Salt, Cement, Lime, White and Red Ash Anthra 
cite Coal, Best Cumberland Goal, for Smiths’ use, &c., 
WATER STREET, AUGUSTA, MAINE. 
B. F. Parrott, H. W. Brapsvryr. 
Sales for Cash only. 19 


Grape Vines. 
} ARTFORD Prolific, Concord, Diana, Dela- 
ware, Rebecca, and more than twenty other 
varieties can be had at the Saco Nurseries. 
8. L. GOODALE, Saco. 








Farm for Sale. 
LEASANTLY situated on Bangor Street two anda 
quarter miles from the bridge, containing about 65 

acres, with good buildings, wood, orchard, &c., &c. 
T. 8. INGRAHAM. | 


fh 


Augusta, Feb., 1859. 





Communion Were. 
LAGONS, Plates, Goblets and Fonts,—also Britannia Cas- 
tors, Tea and Coffee Pots, of the best quality, for sale at 
PIERCE’S Crockery Store. 
Augusta, March Ist, 1859. 11 


D. WHITING, M. D., 
HOMC@OPATHIST, 
First Door South of the Episcopal Church, State Street. 
N.B. Especial attention paid to cases of Midwifery, and 
Diseases of Women and Children. 
Augusta, Jan. 10, 1859. ly4 


Valuable Real Estate for Sale. 


00 ACRES Timber land and Pasturage, situated in 
os 3 the town of Fayette, will be sold at a good bar- 
gain if — for soon. 
Mt. Vernon, 


Enquire of 
eb. 21,1859. 3mll JOHN WALTON, 











Currants. 


r Te White Dutch, Red Dutch, Champagne, May’s Victoria, 


Black Naples, and ‘several new sorts from 
France. Sold by 6116 8. L. GOODA 


Stoves. Stoves. 


F EVERY DESCRIPTION—selling at cost—and some at 
less than cost! At No. 2 Darby Block, Augusta. att 


Baco. 








ROUND BONE in bbis., Bone Dust do.,Super Phosphate 
of Lime in bags. For sale at manufacturers’ prices by 
Augusta, April 1859. ROBINSON & MULLIKEN. 


IL CLOTH CARPETING. Late and of the best 
E. D. HORCROM.. 





a request that it should be published for the benefit of others ; it 
is from Veranus P. York, Esq., formerly of Meredith Village, 
now of Landaff, N. I. 

Rev. Walter Clarke—Dear Sir:—Among the thousands of 
thankful hearts as expressed to you by letter, please accept my 
sincere thanks for your valuable cough medicine, for 1 am truly 
thankfnl that I ever heard of the European Cough Remedy. I 
was afflicted with a cough for more than two long years, a part 
of the time very severely. I tried almost everything that I 
could hear of; and also quite a number of physicians, but with- 
out receiving any permanent benefit. I was then advised to try 
your European Cough remedy, and accordingly bought one of 
the small bottles, which made me some better. I then procured 
a large bottle, and before I had taken half of it, my cough left 
me, and my lungs were restored. I am therefore prepared to 
say from personal experience, that in my opinion the European 
Cough Remedy is the best medicine for coughs ever discovered. 

VERANTS P. YORK. 

Trial bottles, 25 cents. Large bottles, containing the quantity 
of four trial bottles, 75 cents each. 

The European Cough Remedy is prepared by Rev. Watter 
Ciarks, Cornish, Me., by whom agents are supplied. Sold by 
all respectable Druggists and Medicine dealers everywhere. 4m3 

a 


“‘Buy Me and I’ll do You Good.” 


TOW is the time to use the GREAT SPRING AND SUMMER MEDI 











LN cxve, 
DR. LANGLEY’'S 





ROOT AND HERB BITTERS, Composed of Sarsaparilia, Wild 
Cherry, Yellow Dock, Prickly Ash, Thoroughwort, Rhubafb, 
Mandrake, Dandelion, &c., al! so compounded as to act in concert 
with Nature, and their effect is truly Wonderfnl. They abso- 
lutely cure 
LIVER COMPLAINT, 
JAUNDICE, 
COSTIVENESS, 
HEADACHE, 


DYSPEPSIA, 

IN DIGESTION, 

DIZZLN E88, 

HEARTBURN 
FLATULENCY, 

LOSS OF APPETITE, 

All kinds of Humors, and every disease arising from a disordered 
& mach, or bad blood. If taken in large doses, Fever and Ague 
m: v be broken up and cured at once. 

‘L4is has become a standard medicine, and is decidedly the 
Bea: in the World. 

Try it once, and you will be sure to do so again. 

The price is cheap only 25 cents for a pint; 374 cents for a 
large bottle. 

You can’t get a bottle too quick, for the time is fast approach- 
ing when you will have all sorts of bad feelings if you don’t take 
the Roots and Herbs and drive them away. 

Sold by all Medicine Dealers everywh :re. 

Orders addressed to J. 0. LANGLEY. or to GEO. C. GOOD- 
WIN & CO., 11 & 12 Marshall Street, Boston, wholesale dealers 
in Family medicines of every description. They invite apothe- 
caries and merchants generally to examine their stock. 6m13 


Try This. Try This. 
y J] ATER-PROOF AND LEATHER PRESERVER 
For Boots axp Suors; ALso, ron Caaaiacs Tors anp 
HaRvesses. 

Directions...Apply a spoonful to Soles and Uppers. This be- 
ing repeated for a few successive days, the desired result will be 
obtained. 

Remarks... The Oil is not only warranted to render the leather 
water-proof, and many times more durable, but also soft and kid- 
like. A few applications of this will render the most obstinate 
leathet perfectly pliable. It is absorbed by leather, after which 
it assumes the properties of India Rubber in the texture of the 
leather, so that nothing can afterward remove it. Here you find 
a perfect article! 

WARREN & COLLINS, 

For sale in this city by C. F. 





Manufacturers, Portland, Me. 
POTTER. eowtf 23 





THE BOSTON REMEDY! 
REDDING’S RUSSIA SALVE 
VEGETABLE OINTMENT ! 


8 Perfectly free from any mercurial matter or injurious par 
ticles, and in no case will its application interfere with the 
remedies that may be prescribed by a regular physician. It is 
an indispensable article of household necessity, being used alike 
by rich and poor ; and has proved itself the Best AND SUREST 
REMEDY for all those numerous bodily affections, viz: — 

Burns, Scalds, Felons, Old Sores, Flesh Wounds, Piles, 
Chapped Hands, Chilblains, Erysipelas, Sore Nipples, Frost 
Bitten Parts, Sprains, Corns, Wens, Cancers, Uicers, Whit- 
lows, Warts, Bunions, Ringworm, Sties, Sore Lips, Sore 
Eyes, Nettle Rash, Salt Rheum, Musquito Bites, Spider 
Stings, Flea Bites, Shingles, Cuts, Boils, Eruptions, Pim- 
ples, Ingrowing Nails, Freckles, Tan, Sun-burn Blisters, and 
(7 All Cutaneous Diseases and Eruptions Generally ! 

7 This Salve is put up in metal boxes, three sizes, at 25 cents, 
60 cents and $1. The largest size contains the quantity of six 
of the smallest boxes, and is warranted to retain the virtues in 


any climate. 
REDDING & CO., Proprietors, Boston Mass. 
BARNES & PARK, Wholesale Agents 13 & 15 Park Row, 
New York. eowlyl? 





Cancers Cured. 

DS‘ L. J. CROOKER, Botanic Physiciag and Surgeon of 

Vassalboro’, will spend every Wepnespay in Augusta at 
the Stanley House, where he will give his professional attention 
to the Cure or Cancers, Ulcers, Chronic diseases, Female com- 
plaints, and Surgical 0; ions. Persons afflicted with Cancer 
will do well vo apply to him, as he has had unparalleled su cess in 
the treatment of this fearful disease. Residence, Getchell’s Cor- 
ner ; Post office address, Vassalboro’. l2tf 


THE MAINE FARMER, 
PUBLISHED EVERY THURSDAY MORNING 
BY HOMAN & MANLEY. 

O@ice over Granite Bank, Water st., Augusta. 


EZEKIEL HOLMES, Editor. 


TERMS:—Two dollars per annum; if payment is made within 
three months of the date be mee tion, a discount will be made 
y cents if payment is de- 


in addition to the above to defray 
TsrMs oF ADvertrsinG —For one square of 16 

three insertions and three per 

sertion ; Special notices t cents line for Ist insertion and 

' oh atmo otices inserted in reading 


Traverime Acunrs.—S, N. Taber, V. Darling, C- 
Ro and 


S. Robbins, D. Stickney, H. Ricbardsop and M. M. 

















